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PROPOSED  RULE  MAKING 


ENVIRONMENTAL  PROTECTION 
AGENCY 

[  40  CFR  Part  52  1 

NATIONAL  AMBIENT  AIR  QUALITY 
STANDARDS 

Approval  and  Promulgation  of  State 
Implementation  Plans 

On  May  31,  1972  (37  P.R.  10842),  pur¬ 
suant  to  section  110  of  the  Clean  Air  Act 
and  40  CFR  Part  51,  the  Administrator 
approved,  with  specified  exceptions.  State 
plans  for  implementation  of  the  national 
ambient  air  quality  standards.  Where  the 
Administrator  determined  that  a  State 
plan  or  portion  thereof  did  not  meet  the 
requirements  of  the  Act  and  40  CFR  Part 
51,  he  is  required,  under  section  110(c) 
of  the  Act,  to  propose  and  sid>sequently 
promulgate  regulations  setting  forth  a 
substitute  implementation  plan  or  por¬ 
tion  thereof. 

Of  the  55  plans  submitted  by  the  50 
States  plus  the  District  of  Coliunbia, 
the  Commonwealth  of  Puerto  Rico,  the 
Virgin  Islands,  Guam,  and  American  Sa¬ 
moa,  14  of  them  were  totally  approvable 
or  were  approvable  to  the  extent  that 
the  Administrator  is  not  required  to  pro¬ 
mulgate  regulations.  The  Administrator 
determined  that  certain  regulatory  por¬ 
tions  of  the  remaining  41  State  plans 
were  deficient  in  that  they  did  not  fully 
meet  applicable  requirements  of  the  Act 
and  40  CFR  Part  51,  and,  in  these  in¬ 
stances,  he  will  propose  and  promulgate 
regulations  setting  forth  substitute  por¬ 
tions.  Regulations  are  proposed  below  for 
25  States.  Regulations  for  the  remaining 
16  States  will  be  proposed  at  a  later  date. 

Most  of  the  relations  proix)sed  below 
set  forth  procedures  for  reporting  and 
recordkeeping  by  source  owners  and 
operators  and  for  release  of  emission 
data  to  the  public.  Most  of  these  regula¬ 
tions  are  included  because  the  States 
involved  do  not  have  the  necessary  legal 
authority  to  ad(H>t  and  enforce  such  pro¬ 
cedures.  The  Administrator  has  such 
authority  under  section  114  of  the  Act 
and  can  delegate  it  to  the  States.  Accord¬ 
ingly,  where  the  Administrator  promul¬ 
gates  a  regulation  for  source  recordkeep¬ 
ing  and  reporting  or  public  availability 
of  emission  data,  the  State  may  request 
a  delegation  of  authority  to  carry  out 
these  regulations.  Such  requests  may  be 
made  at  any  time  and  should  be  ad¬ 
dressed  to  the  appropriate  Regional 
Administrator.  _ 

In  accordance  with  40  (TFR  51.14,  which 
sets  forth  requirements  specifically  iq}- 
plicable  to  implementation  of  the  na¬ 
tional  standards  for  nitrogen  dioxide, 
these  proposed  regxilations  provide  for 
the  required  application  of  reasonably 
available  control  technology  to  station¬ 
ary  sources  of  nitrogen  oxides,  i.e.,  oil- 
fired  and  gas-fired  electric  generating 
stations  and  nitric  acid  plants,  in  those 
States  whose  implementation  plans 
failed  to  meet  this  requirement  of  40 
C7FR  51.14.  The  application  of  such  rea¬ 
sonably  available  control  technology  was 


a  requisite  of  an  acceptable  control 
strategy  in  air  quality  control  regions 
classified  Priority  I  with  reference  to 
nitrogen  dioxide. 

To  provide  time  for  preparation  of  im¬ 
plementation  plans,  decisions  on  clsissifi- 
cation  of  air  quality  control  regions  were 
made  in  November  1971  on  the  basis  of 
air  quality  data  available  at  that  time; 
the  classifications  set  forth  on  May  31, 
1972  (37  F.R.  10842),  reflected  these  de¬ 
cisions.  For  most  regions,  these  data  cov¬ 
ered  only  a  relatively  short-time  period 
during  1971.  There  are  reasons  to  believe 
that  these  data  were  not  representative 
of  actual  nitrogen  dioxide  levels.  Labora¬ 
tory  testing  Just  completed  and  air  qual¬ 
ity  measurements  made  over  a  period  of 
several  months  in  a  large  number  of  lo¬ 
cations  suggest  that  these  data  may  be 
deficient  because  of  problems  associated 
with  routine  field  use  of  the  Jacobs- 
Hochheiser  method.  Additional  data 
based  on  a  measiu’ement  method  more 
suitable  for  routine  field  use  will  be  avail¬ 
able  by  the  end  of  the  calendar  year  1972. 
Based  on  these  data,  the  Administrator’s 
classification  of  air  quality  control  re¬ 
gions,  with  reference  to  nitrogen  dioxide, 
will  be  reassessed  and,  where  appropri¬ 
ate,  revised. 

It  is  not  the  Administrator’s  intention 
to  require  application  of  reasonably 
available  control  technology  to  station¬ 
ary  sources  of  nitrogen  oxides  in  air 
quality  control  regions  where  nitrogen 
dioxide  levels  are  below  the  national 
standard  unless  such  a  measure  clearly 
is  necessary  in  light  of  projected  growth. 
Therefore,  pending  reassessment  of  the 
regional  classifications  for  nitrogen  diox¬ 
ide,  the  Administrator,  in  promulgating 
the  nitrogen  oxides  emission  control  reg¬ 
ulations  proposed  below,  will  make  the 
regulations  effective  no  earlier  than 
July  1,  1973,  and  will  make  appropriate 
adjustments  to  the  proposed  require¬ 
ments  for  timing  of  compliance  and  sub¬ 
mittal  of  compliance  schedules.  This  de¬ 
ferral  will  allow  time  for  reclassification 
of  air  quality  control  regions,  where  nec¬ 
essary,  and  corresponding  modification 
of  emission  control  requirements.  Simi¬ 
larly,  States  which  have  already  adopted 
nitrogen  oxides  emission  control  reg^a- 
tions,  pursuant  to  40  CFR  51.14,  will  not 
be  expected  to  require  compliance  with 
such  regulations  or  submittal  of  compli¬ 
ance  schedules  in  advance  of  the  dates 
the  Administrator  prescribes  with  re¬ 
spect  to  the  regulations  he  promulgates. 

Where  a  State,  following  publication 
of  these  proposed  regulations,  adopts  a 
regulation  identical  or  equivalent  to  one 
proposed  below,  the  Administrator  will 
make  an  appropriate  modification  of  his 
determination  with  respect  to  approva- 
biUt.y  of  the  affected  portion  of  the 
State’s  plsm  and  will  withdraw  the  pro¬ 
posed  regulation.  If  such  State  action 
is  taken  after  the  Administrator’s  pro¬ 
mulgation  of  such  a  regulation,  the  Ad¬ 
ministrator  will  rescind  the  regulation. 

It  is  the  Administrator’s  intent  to  hold 
nubile  hearing^  on  all  proposed  regula¬ 
tions  in  order  to  provide  the  general 
public  ample  opportunity  to  comment. 
One  or  more  public  hearings  will  be  held 


in  each  affected  State  no  sooner  than  30 
days  following  publication  of  these  pro- 
po^  regulations.  The  exact  dates,  times, 
and  places  of  such  hearings  will  be  an¬ 
nounced  in  a  subsequent  issue  of  the 
Federal  Register.  Copies  of  these  pro¬ 
posed  regulations  are  now  available  at 
the  Agency’s  regional  offices. 

Interested  persons  may  also  partici¬ 
pate  in  this  liile  making  by  submitting 
written  comments  in  triplicate  to  the  ap¬ 
propriate  Regional  Administrator.  All 
comments  received  no  later  than  30  days 
after  the  date  of  publication  of  this  no¬ 
tice  will  be  considered.  Receipt  of  com¬ 
ments  will  be  acknowledged,  but  the  Re¬ 
gional  Administrators  will  not  provide 
substantive  responses  to  individual  com¬ 
ments.  All  comments  will  be  available  for 
public  inspection  during  normal  business 
hours  at  each  regional  office. 

’This  notice  of  proposed  rule  making 
is  issued  under  the  authority  of  section 
110  of  the  Clean  Air  Act,  Public  Law 
91-604,  84  Stat.  1713. 

Dated;  June  12,  1972. 

Robert  W.  Fri, 

Acting  Administrator, 

Environmental  Protection  Agency. 

It  is  proposed  to  amend  Part  52  of 
Chiqyter  I,  Title  40  of  the  Code  of  Fed¬ 
eral  Regulations  as  follows: 

Subpart  A — General  Provisions 

1.  Section  52.01  is  amended  by  adding 
paragraphs  (a)  through  (f),  as  follows: 

§  52.01  Definitions. 

•  •  •  *  * 

(a)  The  term  “stationary  source’’ 
means  any  building,  structure,  facility, 
or  installation  which  emits  or  may  emit 
an  air  pollutant  for  which  a  national 
standard  is  in  effect. 

(b)  TTie  term  “commenced’’  means 
that  an  owner  or  operator  has  under¬ 
taken  a  continuous  program  of  construc¬ 
tion  or  modification  or  that  an  owner  or 
operator  has  entered  into  a  binding 
agreement  or  contractual  obligation  to 
imdertake  and  complete,  within  a  rea¬ 
sonable  time,  a  continuous  program  of 
construction  or  modification. 

(c)  1710  term  “ccxistructicm’’  means 
fabrication,  erection,  or  installaticm. 

(d)  The  term  “modification”  means 
any  physical  change  in,  or  change  in 
method  of  operation  of,  a  stationary 
source  which  increases  the  amount  of 
any  air  pollutant  emitted  by  such  source 
or  which  results  in  the  emission  of  any 
air  pollutant  not  previously  emitted. 

(e)  The  term  “startup”  means  the 
setting  in  operation  of  a  source  for  any 
purpose. 

(f)  TTie  term  “owner  or  operator” 
means  any  person  who  owns,  leases, 
erates,  controls  or  supervises  a  stationary 
source. 

2.  Section  52.09  is  amended  by  adding 
a  paragraph  (c),  as  follows: 

§  52.09  Compliance  schedules. 

•  •  *  •  • 

(c)  Except  as  otherwise  provided  in 
Subpart  C  of  Part  51  of  this  chapter,  no 
State  or  local  agency  shall  grant  any 
variance  of,  or  exception  to,  any  compli- 
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ance  schedule  included  in  an  ai^cable 
plan  if  such  variance  or  exception  will 
prevent  or  interfere  with  the  attainment 
or  maintenance  of  a  national  standard 
within  the  time(s)  prescribed  in  such 
plan. 

3.  Section  52.11  is  amended  by  adding 
paragraph  (c) .  as  follows: 

§  52.11  Prevention  of  air  pollution 
emergency  episodes. 

•  •  •  *  • 

(c)  Where  a  State  plan  does  not  pro¬ 
vide  for  public  annoimcement  regarding 
air  ix)llutlon  emergency  episodes  or 
where  the  State  fails  to  give  any  such 
public  annoimcement,  the  Administrator 
will,  when  any  of  the  air  pollution  epi¬ 
sode  criteria  specifled  in  Appendix  L  of 
Part  51  of  this  title  or  in  the  approved 
plan  are  reached,  issue  a  public  an¬ 
nouncement  that  such  air  pollution  lev¬ 
els  exist.  When  making  such  an  an¬ 
nouncement,  the  Administrator  will,  in 
accordance  with  the  abatement  strate¬ 
gies  emission  reduction  plans  set  forth 
in  Apijendix  L  of  Part  51  of  this  chapter 
or  in  the  approved  plan,  specify  what 
emission  control  measures  should  be 
initiated. 

4.  Subpart  A  is  amended  by  adding 
§  52.15,  as  follows; 

§  52.15  Submission  to  Administrator. 

All  requests,  reports,  applications,  sub¬ 
mittals  and  other  communications  to  the 
Administrator  pursuant  to  this  part 
shall  be  addressed  to  the  appropriate 
Regiontil  Office  of  the  Environmedtal 
Protection  Agency,  to  the  attention  of 
the  Air  and  Water  Programs  Division. 
The  Regional  OfiQces  are  as  follows: 
Region  I,  John  F.  Kennedy  Federal  Building, 
Boston,  Mass.  02203. 

Region  II,  Federal  Office  Building,  26  Federal 
Plaza  (Foley  Square) ,  New  York,  NY  10007. 
Region  HI,  Curtis  Building,  Sixth  and  Wal¬ 
nut  Streets,  Philadelphia,  PA  19106. 
Region  IV,  Suite  300,  1421  Peachtree  Street, 
AtlanU,  QA  30309. 

Region  V,  1  North  Wacker  Drive,  Chicago, 
IL  60606. 

Region  VI,  1600  Patterson  Street,  Dallas,  TX 
76201. 

Region  vn,  1736  Baltimore  Avenue,  Kansas 
City,  MO  64106. 

Region  vm,  916  Unooln  Towers,  1860  Lin¬ 
coln  Street,  Denver,  OO  80203. 

Region  IX.  100  California  Street,  San  Fran¬ 
cisco,  CA  94111. 

Region  X,  1200  Sixth  Avenue,  Seattle,  WA 
98101. 

5.  Subpart  A  is  amended  by  adding 
§  52.16,  as  follows; 

§52.16  Severability  of  provisions. 

The  provisions  promulgated  in  this 
part  and  the  various  applications  thereof 
are  distinct  and  severable.  If  any  provi¬ 
sion  of  this  part  or  the  application  there¬ 
of  to  any  person  or  circumstances  is  held 
invalid,  such  invalidity  shall  not  affect 
other  provisions  or  ai^lication  of  such 
provision  to  other  persons  or  circum¬ 
stances  which  ocm  be  given  effect  without 
the  invalid  provision  or  application. 

Misckllanxovs  Amxndmxnts 

6.  In  Subparts  E,  O,  H,  I,  K,  L,  M,  Q 
through  Y,  AA,  EE,  PP,  KK,  LL,  OO,  PP, 


QQ,  RR,  SS,  UU,  W,  WW.  and  YY  of 
this  part,  the  tables  setting  forth  dates 
of  attainment  of  national  standards  are 
amended  by  deleting  the  underlining 
from  all  letters  and  dates  where  it  ap¬ 
pears,  and  by  deleting  the  note  which 
reads,  “Note. — Dates  or  footnotes  which 
are  underlined  are  proposed  by  the  Ad¬ 
ministrator  because  the  plan  did  not  pro¬ 
vide  a  specific  date  or  the  date  provided 
was  not  acceptable.” 

Subpart  E — Arkansas 

7.  Section  52.174  is  amended  by  adding 
paragraph  (b),  as  follows: 

§52.174  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
State  of  Arkansas  shall,  upon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emissions  from  such  source  and/or  any 
other  informatton  as  may  be  deemed 
necessary  by  the  Administrator  to  de¬ 
termine  whether  such  source  is  in  com¬ 
pliance  with  applicable  emission  limita¬ 
tions  or  other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  end  reported  to  the  Adminis¬ 
trator,  on  forms  furnished  by  the  Admin¬ 
istrator,  and  shall  be  submitted  within 
45  days  after  the  end  of  the  reporting 
period.  Reporting  periods  are  January  1- 
Jime  30  and  July  1-December  31,  except 
that  the  initial  reporting  period  shall 
commence  on  the  date  the  Administrator 
issues  notiflcation  of  the  recordkeeping 
requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner 
or  operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

(4)  Emi^on  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources  will 
be  con^ated  with  applicable  emission 
limitations  and  other  control  measures 
and  will  be  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  VI) . 

Subpart  I — Delaware 

8.  Section  52.423  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.423  General  requirements. 

•  «  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  ( 1 )  The  owner  or  opera¬ 
tor  of  any  stationary  source  in  the  State 
of  Delaware  shall,  upon  notiflcatioii  from 
the  Administrator,  maintain  records  of 
the  nature  and  amounts  of  emissions 
from  such  source  and/or  any  other  infor¬ 
mation  as  may  be  deemed  necessary  by 
the  Administrator  to  determine  whc^er 
such  source  is  in  compliance  with  appli¬ 
cable  emission  limitations  or  other  con¬ 
trol  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  siAmitted 
within  45  days  after  the  end  of  the  re¬ 


porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem¬ 
ber  31.  except  that  the  initial  reporting 
period  shall  commence  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sian- 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  anc  will  be  available  to  the  public 
during  normal  business  hours  at  the 
regional  office  (Region  m) . 

9.  Secti<m  52.426  is  amended  by  adding 
paragraph  (b),  as  follows: 

§  52.426  Review  of  new  sources  and 
modifications. 

0  m  0  *  m 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  State  of  Delaware,  the  con¬ 
struction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regtilation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Ackninistrator 
of  the  location  and  design  of  such  source. 

(1)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or 
by  other  means  prescribed  by  the 
Administrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  lnformati(m,  plans  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the  na¬ 
ture,  and  amount  of  emissions,  and  the 
manner  in  which  it  will  be  operated  and 
controlled. 

(V)  Any  additional  Information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State, 
or  Federal  regulation  which  is  pent  of 
the  applicable  plan;  and 

(ii)  The  source  will  not  prevent  or 
interfere  with  attaiiunent  or  main¬ 
tenance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will 
notify  the  applicant  in  writing  of  his 
approval,  conditional  approval,  or  denial 
of  the  application.  The  Administrator 
will  set  forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  Impose 
any  reasonable  conditions  upon  an  ap- 
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proval,  including  conditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
faciliUes. 

(6)  The  Administrator  may  cancel  an 
approval  U  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  a  source  not 
more  than  60  days  or  less  than  30  dasrs 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  a  source  within  15 
days  after  such  date. 

(8)  Within  60  days  after  achieving 
the  maximum  production  rate  at  which 
the  source  will  be  operated  but  not  later 
than  180  days  after  initial  startup  of 
such  source  the  owner  or  operator  of 
such  source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  fmtiish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  tests. 

(iii)  The  owner  or  operator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test  to 
afford  the  Administrator  the  opportu¬ 
nity  to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not 
be  required  for: 

(i)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  pollutants  re¬ 
corder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  amditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  -generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in 
a  private  dwelling;  or  has  a  heat  input 
of  not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/^.) . 

(iv)  Mobile  internal  combustion 
engines. 

(V)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or  physical 
analyses. 

(vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(10)  Approval  to  construct  shall  not 
relieve  any  owner  or  operator  of  the  re¬ 
sponsibility  to  comply  with  all  local. 
State,  or  Federal  relations  which  are 
part  of  the  applicable  plan. 


Subpart  L — Georgia 

10.  Section  52.573  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§52.573  Control  strategy:  Nitrogen  di¬ 
oxide. 

•  •  •  •  • 


(b)  Regulation  for  control  of  nitrogen 
oxides  emissions.  (1)  No  owner  or  oper¬ 
ator  of  any  stationary  source  in  the  Met¬ 
ropolitan  Atlanta  Intrastate  Region 
(40  CFR  81.45)  shall  discharge  or  cause 
the  discharge  of  nitrogen  oxides  (ex¬ 
pressed  as  nitrogen  dioxide)  into  the  at¬ 
mosphere  in  excess  of : 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  burn¬ 
ing  equipment  of  more  than  250  milli(m 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combinatiem  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  lim¬ 
itation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using  the 
following  formula: 


Where; 


Z=x(0.a0)  +y(0.30) 
x+y 


X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 
y  Is  the  percent  of  total  heat  Input  de¬ 
rived  from  liquid  fossil  fuels, 
z  Is  the  allowable  emissions  In  pounds  ^r 
million  B.t.u. 


(2)  Where  solid  fossil  fuels  are 
burned  simultaneously  with  gaseous 
and/or  liquid  fossil  fuels  in  fuel  burning 
equipment,  the  emission  limitations  of 
this  paragraph  shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  S  52.576(a). 

(4)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the  Ap¬ 
pendix  to  Part  60  of  this  chapter. 

11.  Section  52.574  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§52.574  Source  surveillance. 

•  *  •  *  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  oper¬ 
ator  of  any  stationary  source  in  the  State 
of  Georgia  shall,  upon  notification  from 
the  Administrator,  maintain  records  of 
the  nature  and  amounts  of  emissions 
from  such  source  and/or  any  other  in¬ 
formation  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad- 
nfinistrator,  and  shall  be  sidMnitted 
within  45  da^s  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem- 


ber  31,  except  that  the  initial  reporting 
p^od  shall  commence  on  the  date  the 
Adnfinistrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Inf ormation  recorded  by  the  owner 
or  (H)eirator  and  c(g>ies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

(4)  Emission  data  obtained  from 
owners  or  operators  of  stationary  sources 
will  be  correlated  with  aiH>licable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the  re¬ 
gional  office  (Region  IV) . 

12.  In  Subpart  L,  S  52.576  is  added,  as 
follows: 

§  52.576  Compliance  schedules. 

(a)  Federal  compliance  schedule.  (1) 
Ebccept  as  provided  in  subparagrai^  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  sid}Ject  to 
S  52.573(b)  shall  comidy  with  such  regu¬ 
lation  on  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  S  52.578(b)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  comi^ance  with  S  52.573(b) 
after  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  acldeved. 

(2)  Any  owner  or  (Orator  of  a  sta¬ 
tionary  sovuce  subject  to  subparagraph 
(1)  of  this  paragri^h  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  luiproval  a  proposed  comidi- 
ance  schedule  that  dnnonstrates  com¬ 
pliance  with  S  52.573(b)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1975.  The  ccmifiiance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  cmnpliance.  Ihe  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  iu>ldicable;  initia¬ 
tion  of  construction:  completion  and 
startup  of  control  systems;  pofformance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  sch^ule  pursuant  to 
this  paragraph  (a)  shall,  within  5  days 
after  the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

Subpart  M— Hawaii 

13.  Section  52.624  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.624  General  requirements. 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  8  52.627(b)  will  be 
correlate  with  applicable  emission  limi¬ 
tations  and  other  control  measures  and 
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will  be  available  to  the  public  during 
normal  business  hours  at  the  Pacific 
Islands  Basin  Office  and  the  regional  of¬ 
fice  (Region  IX). 

14.  lotion  52.626  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§  52.626  Compliance  schedules. 

•  #  •  •  * 

(b)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (5) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  soiu’ce  subject  to  sec¬ 
tions  7,  11,  or  13  of  the  Hawaii  Air  Pol¬ 
lution  Control  Regulations  shall  comply 
with  such  regulation  on  or  before  the 
date  si>ecified  in  such  regulation. 

(2)  Except  as  provided  in  subpara¬ 
graph  (5)  of  this  paragraph,  the  owner 
or  operator  of  any  stationary  source  sub¬ 
ject  to  section  12  of  the  Hawaii  Air  Pol¬ 
lution  Control  Regulations  shall  comply 
with  such  regulation  on  or  before 
cember  31,  1973. 

(3)  Any  owner  or  operator  in  com¬ 
pliance  with  sections  7,  11,  12,  or  13  of 
the  Hawaii  Air  Pollution  Control  Regu¬ 
lations  on  the  effective  date  of  this  regu¬ 
lation  shall  certify  such  compliance  to 
the  Administrator  no  later  than  Decem¬ 
ber  31,  1972. 

(4)  Any  owner  or  operator  who 
achieves  compliance  with  sections  7,  11, 
12,  or  13  of  the  Hawaii  Air  Pollution 
Control  Regulations  after  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  within 
5  days  of  the  date  compliance  is 
achieved. 

(5)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  or  (2)  of  this  paragraph  may,  no 
later  than  December  31,  1972,  submit  to 
the  Administrator  for  approval,  a  pro- 
ptosed  compliance  schedule  that  demon¬ 
strates  compliance  with  sections  7, 11, 12, 
or  13  of  the  Hawaii  Air  Pollution  CTontrol 
Regulations  as  expeditiously  as  practi¬ 
cable  but  no  later  than  July  31, 1975.  The 
compliance  schedule  shall  provide  for 
periodic  increments  of  progress  towards 
compliance.  The  dates  for  achievement 
of  such  increments  shall  be  specified. 
Increments  of  progress  shall  include, 
but  not  be  limits  to:  Letting  of  neces¬ 
sary  contracts  for  construction  or  proc¬ 
ess  changes,  if  applicable;  initiation  of 
construction;  completion  and  startup  of 
control  systems;  performance  tests;  and 
submittal  of  performance  test  analysis 
and  results. 

(6)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  (b)  shall,  within  5  davs 
after  the  deadline  for  each  increment 
of  progress,  certify  to  the  Administra¬ 
tor  whether  or  not  the  required  incre¬ 
ment  of  the  approved  compliance  sched¬ 
ule  has  been  met. 

15.  Section  52.627  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.627  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
State  of  Hawaii  shall,  upon  notification 
fnxn  the  Administrator,  maintain  rec¬ 


ords  of  the  nature  and  amounts  of  emis¬ 
sions  from  such  source  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  somce  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted  with¬ 
in  45  days  after  the  end  of  the  reporting 
period.  Reporting  periods  are  January  1- 
Jime  30  and  July  1-December  31,  except 
that  the  initial  reporting  periCKl  shall 
commence  on  the  date  the  Administrator 
Issues  notification  of  the  recordkeeping 
requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner 
or  operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

Subpart  Q — Iowa 

16.  Section  52.823  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  52.823  General  requirements. 

»  •  #  #  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  §  52.826(b)  will  be 
correlated  with  applicable  emission  limi¬ 
tations  and  other  control  measures  and 
will  be  available  to  the  public  during  nor¬ 
mal  business  hours  at  the  regional  ofQce 
(Region  vn). 

17.  Section  52.825  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  52.825  Complianre  schedules. 

•  •  •  •  • 

(b)  Regulation  for  increments  of 
progress.  (1)  Except  as  provided  in  sub- 
paragraph  (2)  of  this  paragraph,  the 
owner  or  operator  of  any  stationary 
source  subject  to  Regulation  4.3.(3)(b), 
“Rules  and  Regulations  Relating  to  Air 
Pollution  Control  of  the  Iowa  Air  Pollu¬ 
tion  C<Hitrol  Commission”  shall,  no  later 
than  December  31,  1972,  submit  to  the 
Administrator  for  approval,  a  proposed 
compliance  schedule  that  demonstrates 
compliance  with  the  applicable  regula¬ 
tion  as  expeditiously  as  practicable  but 
no  later  than  January  1,  1975.  The  com¬ 
pliance  schedule  shall  provide  for  peri¬ 
odic  increments  of  progress  toward  com¬ 
pliance.  The  dates  for  achievement  of 
such  increments  shall  be  specified.  In¬ 
crements  of  progress  shall  include,  but 
not  be  limited  to:  Letting  of  necessary 
contract  for  construction  or  process 
changes,  if  applicable;  Initiation  of  con¬ 
struction;  completion  and  startup  of  con¬ 
trol  system;  performance  tests;  cuid  sub¬ 
mittal  of  performance  test  analysis  and 
results. 

(2)  Where  any  such  owner  or  operator 
demonstrates  to  the  satisfaction  of  the 
Administrator  that  compliance  with  the 
applicable  regulations  will  be  achieved 
on  or  before  December  31,  1973,  no  com¬ 
pliance  schedule  shall  be  required. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 


this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

18.  Section  52.826  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  52.826  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  soiurce  in  the 
State  of  Iowa  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sion  from  such  soxirce  and/or  any  other 
information  as  may  be  deemed  neces¬ 
sary  by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measiires. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem- 
31,  except  that  the  Initial  reporting  pe- 
ri(^  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

Subpart  R — Kansas 

19.  Section  52.875  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.875  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  TTie  owner  or  oper¬ 
ator  of  any  stationary  source  in  the  State 
of  Kansas  shall,  upon  notification  from 
the  Administrator,  maintain  records  of 
the  nature  and  amounts  of  emissions 
from  such  soiurce  and/or  any  other  in¬ 
formation  &s  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  .•«hall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem¬ 
ber  31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources  will 
be  correlated  with  applicable  emission 
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limitations  and  other  control  measures 
and  will  be  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  vn). 

20.  Section  52.876  is  amended  by  add¬ 
ing  paragrs4>h  (b),  as  follows: 

§  52.876  CkMnpIiance  schedules. 

•  #  •  •  • 

(b)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to  any 
emission  regulation  on  or  before  De¬ 
cember  31.  1973,  except  that  the  owner 
or  operator  of  any  stationary  soiutse  in 
the  Metropolitan  Kansas  City  Interstate 
Region  (S  81.25  of  this  chapter)  wUch  is 
subject  to  Kansas  Air  Pollution  Emission 
Control  Regulation  28-19-24  shall  c(Mn- 
ply  with  such  requirements  of  subpara¬ 
graph  (3)  of  this  paragraph. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  any  such  i^plicable  reg¬ 
ulation  on  the  effective  date  of  this  para¬ 
graph  shall  certify  such  compliance  to 
the  Administrator  no  later  than  Decem¬ 
ber  31, 1972. 

(ii)  Any  owner  or  operator  who  re¬ 
ceives  compliance  with  any  such  appli¬ 
cable  regulation  after  tiie  date  of  this 
paragraph  shall  certify  such  compliance 
to  the  Administrator  within  5  days  of 
the  date  compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  station¬ 
ary  source  subject  to  any  emission  reg¬ 
ulation  approved  by  the  Administrator, 
other  than  Kansas  Air  Pollution  Con¬ 
trol  Regulation  28-19-24  for  the  Metro¬ 
politan  Kansas  City  Interstate  Region, 
may  no  later  than  December  31.  1972, 
submit  to  the  Administrator  for  approval 
a  proposed  compliance  schedule  that 
demonstrates  compliance  with  such  reg¬ 
ulation  as  expeditiously  as  practicable, 
but  no  later  than  July  31, 1975.  The  com¬ 
pliance  schedule  shall  provide  for  pe¬ 
riodic  increments  of  progress  towards 
compliance.  The  dates  for  achievement 
of  such  increments  shall  be  specified.  In¬ 
crements  of  progress  shall  include,  but 
not  be  limited  to:  Letting  of  necessary 
contracts  for  construction  or  process 
changes,  if  applicable;  initiation  of  con¬ 
struction;  completion  and  startup  of 
control  systems;  performance  tests;  and 
submittal  of  performance  test  an^ysis 
and  results. 

(3)  An  owner  or  operator  of  a  station¬ 
ary  source  in  the  Metropolitan  ELansas 
City  Region  which  is  subject  to  Kansas 
Air  Pollution  Emission  Control  Regula¬ 
tion  28-19-24  shall,  no  later  than  De¬ 
cember  31.  1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  pr(nx)6ed  com¬ 
pliance  schedule  that  shidl  demonstrate 
compliance  with  such  regulation  on  or 
before  July  31,  1977.  The  cmnpliance 
schedule  shall  provide  for  periodic  in¬ 
crements  of  progress  towards  compliance. 
The  dates  for  achievement  of  such  in¬ 
crements  shall  be  specified.  Increments 
of  progress  shall  include,  but  not  be  lim¬ 
ited  to:  Letting  of  necessary  contracts  for 
construction  or  process  changes  if  ap¬ 
plicable;  initiation  of  construction;  com¬ 
pletion  and  startup  of  control  systems; 
performance  tests;  and  submittal  of  per¬ 
formance  test  analysis  and  results. 


(4)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  the 
approved  compliance  schedule  has  been 
met. 

21.'  Section  52.878  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.878  Review  of  new  sources  and 
modifications. 

•  •  A  •  # 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  staticmary 
source  in  the  State  of  Kansas,  the  con¬ 
struction  or  modiflcatim  of  which  is 
commenced  after  the  effective  date  of 
this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regrulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  drawings  show¬ 
ing  the  design  of  the  source,  the  nature 
and  amount  of  emissions,  and  the  man¬ 
ner  in  which  it  will  be  operated  and 
controlled. 

(V)  Any  additional  information, 
plans,  specifications,  evidence  or  docu¬ 
mentation  that  the  Administrator  may 
require  shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State,  or 
Federal  regulation  which  is  part  of  the 
applicable  plan,  and 

(ii)  The  source  will  not  prevent  or  in¬ 
terfere  with  attainment  or  maintenance 
of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring 
the  source  to  be  provided  with: 

(i)  ‘Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(iii)  Instnunentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities.  • 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance. 


or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
fiumish  the  Administrator  written  noti¬ 
fication  as  follows : 

(I)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date,  and 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within 
15  days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later 
than  180  days  after  initial  startup  of 
such  source,  the  owner  or  operator  of 
such  soim:e  shall  conduct  a  performance 
test  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(II)  The  Administrator  may  monitor 
sxich  test  and  may  also  conduct  per¬ 
formance  tests. 

(iii)  The  owner  or  (Hierator  of  the 
source  shall  provide  the  Administrator 
15  days  prior  notice  of  the  performance 
test  to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  presoit. 

(9)  Approval  to  construct  shall  not  be 
required  for: 

(i)  The  installation  or  altera¬ 
tion  of  an  air  pollution  detector,  air  pol¬ 
lutants  recorder,  combustion  controller, 
or  combustion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  P*uel  burning  equipment,  other  ' 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  condi¬ 
tioning,  or  heating  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hom* 
(88.2  millimi  gm-cal/hr.). 

(iv)  Mobile  internal  combustion 
engines. 

(v)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or  physical 
analyses. 

(10)  Approval  to  construct  or  modify 
shEJl  not  relieve  any  owner  or  operator 
'of  the  responsibility  to  comjdy  ^th  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

'Subpart  S— Kentucky 

22.  Section  52.925  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.925  General  requirements. 

•  *  •  •  # 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
State  of  Kentucky  shall,  up(m  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
^nissions  from  such  source  and/or  any 
other  information  as  may  be  deemed  nec¬ 
essary  by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
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with  appllcaUe  mission  limitations  or 
other  control  measures. 

(2)  The  inXormation  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  fiunlshed  by  the 
Administrator,  and  shall  be  sidmiltted 
within  45  days  after  the  end  of  Ure  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  JU^  1-Decem- 
ber  31,  except  that  the  initial  reporting 
period  shall  conunence  on  the  date  the 
Admmistrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  smnmarlz- 
ing  reports  submitted  to  the  Administra¬ 
tor  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  sidmiltted. 

(4)  Emission  data  obtained  from  own^ 
ers  or  operators  of  stationary  sources 
will  be  corrdated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the 
regional  office  (Region  IV) . 

Subpart  T — Louisiana 

23.  Secticm  52.973  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  52.973  Control  strategy  and  regula¬ 
tions:  Photochemical  oxidants  (hy¬ 
drocarbons). 

•  •  t  • 

(b)  Regulation  for  control  of  hydro¬ 
carbon  emissions.  (1)  The  requirements 
of  this  paragraph  are  applicable  in  the 
Louisiana  portion  of  the  Southern  Loui¬ 
siana-Southeast  Texas  Interstate  Region 
(i  81.53  of  this  chapter) . 

(2)  No  person  shall  place,  store,  or 
hold  in  any  stationary  tank,  reservoir,  or 
other  container  of  more  than  40,000  gal¬ 
lons  (150,000  Uters)  capacity  any  volatile 
organic  compounds  unless  such  tank,  res¬ 
ervoir,  or  other  container  is  a  pressure 
tank  which  maintains  worldng  pressures 
sufficient  at  all  times  to  prevent  vapor  or 
gas  loss  to  the  atmosphere,  or  is  designed 
and  equipped  with  one  of  the  following 
vapor  loss  contnd  devices: 

(i)  A  floating  roof  consisting  of  a  pcm- 
toon  type,  double  deck  type  roof  or  in¬ 
ternal  floating  cover  which  rests  on  the 
surface  of  the  liquid  contents  and  is 
equipped  with  a  closure  seal  or  seals  to 
close  the  space  between  the  roof  edge  and 
tank  wall.  This  control  equipment  shall 
not  be  permitted  if  the  volatile  organic 
compounds  have  a  vapor  pressure  of  11 
pounds  per  square  inch  ab6(dute  (568 
mm.  Hg.)  or  greater  imder  actual  stor¬ 
age  conditions.  All  tank  gaging  or 
sampling  devices  shall  be  gas-tight  ex¬ 
cept  when  tank  gaging  or  sampling  is 
taking  place. 

(il)  A  vapor  recovery  system  consist¬ 
ing  of  a  vapor  gathering  system  which 
collects  the  volatile  organic  compound 
vtqjors  and  gases  discharged  or  a  vapor 
disposal  system  which  processes  such 
volatile  organic  vapor  and  gases  so  as  to 
prevent  their  emission  to  the  atmosphere. 
All  tank  gaging  and  sampling  devices 
shall  be  gas-tight  except  when  gaging 
or  sampling  is  taking  place. 

(iii)  Other  equipment  or  means  of  air 
polluticm  control  which  the  Administra¬ 


tor  aiHHroves  as  equivalent  to  the  sys¬ 
tems  described  in  subdivisions  (1)  and 
(ii)  of  this  sul^ragraph. 

(3)  No  i>erson  shall  place,  store,  or 
hold  in  any  statimxary  source  vessti  of 
more  than  250  gallons  (950  liters)  capac¬ 
ity  any  volatile  organic  c(»npound  unless 
such  vessel  is  equipped  with  a  perma- 
noit  submerged  fill  ^pe  or  is  a  pressure 
tank  as  described  in  subparagraph  (2)  (i) 
of  this  paragraph  or  is  fitted  with  a  vsq)or 
recovery  system  as  described  in  subpara- 
gnq>h  (2)  (ii)  of  this  paragraph. 

(4)  Any  perscm  loading  greater  than 
20,000  gallons  (76,000  liters)  per  day  (24 
hours)  of  any  volatile  organic  compound 
into  any  tank,  truck,  or  trailer  from  any 
loading  facility  shall  have  such  loading 
facility  equipped  with  a  vapor  collection 
and  disposal  system  or  its  equivalent, 
properly  installed,  in  good  woridng  order, 
and  in  operaticm. 

(5)  A:^  person  loading  greater  than 

20,000  gallons  (76,000  liters)  per  day  (24 
hours)  of  any  volatile  organic  compound 
into  any  tank,  truck,  or  trailer  from  any 
loiuUng  facility  shall  have  such  loading 
facility  equipp^  with  a  loading  arm  with 
a  vapor  collection  adaptor,  pneumatic, 
hydraulic,  or  other  mechanlcsil  means  to 
force  a  vapor-tight  seal  between  the 
adaptor  and  the  hatch.  A  means  shall  be 
provided  to  prevent  liquid  organic  com¬ 
pounds  drainage  from  the  loading  device 
when  it  is  removed  from  the  hatch  of  any 
tank,  truck,  or  trailer,  or  to  accomplish 
cmnplete  drainage  before  such  removal. 
When  loading  is  effected  throus^  means 
other  than  hatches,  all  loading  and  viq>or 
lines  shall  be  equipped  with  fittings 
which  make  vtq>or-tight  connections  and 
which  close  automatically  when  dlsc(m- 
nected.  ' 

(6)  No  persrni  shall  use  any  compart¬ 
ment  or  any  single  or  multiple  compart¬ 
ment  volatile  organic  compound  water 
separator  which  receives  diluent  water 
containing  200  gallons  (760  liters)  a  day 
or  more  of  any  volatile  organic  com¬ 
pounds  from  any  equipmmt  processing, 
refining,  treating,  storing,  or  handling 
volatile  organic  compounds  ocaisisting  of 
kerosene  or  more  volatile  organic  ma¬ 
terials  unless  such  compartment  is 
equipped  with  one  of  the  f  oUo^^ng  vapor 
loss  control  devices,  properly  installed,  in 
good  working  order,  and  in  operation: 

(1)  A  container  having  all  openings 
sealed  and  totally  enclosing  the  liquid 
contents.  All  gau^g  and  sampling  de¬ 
vices  shall  be  gas-tight  except  when 
gauging  or  sampling  is  taking  place. 

(ii)  A  container  equipped  with  a  float¬ 
ing  roof,  consisting  of  a  pontoon  type, 
double  deck  type  roof,  or  internal  float¬ 
ing  cover,  which  rests  on  the  siulace  of 
the  contents  and  is  equipped  with  a  clo¬ 
sure  seal  or  seals  to  close  the  space  be¬ 
tween  the  roof  edge  and  container  wall. 
All  gauging  and  sampling  devices  shall 
be  gas-tight  except  when  gauging  or 
sampling  is  taking  place. 

(ill)  A  container  equipped  with  a  vapor 
recovery  system  consisting  of  a  vapor 
gathering  system  which  collects  the 
volatile  organic  compound  vapors  and 
gases  discharged  and  a  vapor  disposal 
system  which  processes  such  volatile  or¬ 


ganic  compound  vapors  so  as  to  prevent 
their  emission  to  the  atmosj^ere.  All 
container  gauging  and  sampling  devices 
shall  be  gas-tight  except  when  gauging 
and  sampling  is  taking  place. 

(Iv)  A  container  having  other  equip¬ 
ment  which  the  Administrator  approves. 

(7)  No  person  shall  use  any  pump  or 
compressor  handling  volatile  organic 
compounds  unless  such  pump  or  com¬ 
pressor  has  mechanical  seals  or  other 
equipment  approved  by  the  AdnUnistra- 
tor. 

(8)  No  person  shall  emit  or  cause  the 
emission  of  more  than  15  pounds  (6.8 
kg.)  of  ethylene  gas  into  the  atmosphere 
per  day  (24  hours)  from  any  ett^lene 
producing  plant  or  other  ethylene  emis¬ 
sion  source  unless  the  waste  gas  stream  is 
properly  burned  at  1,300*  F.  (704*  C.)  for 
0.3  second  or  greater  in  a  direct-flame 
afterburner  or  a  device  approved  by  the 
Administrator  as  being  equally  effective. 
This  subparagraph  shall  not  apply  to 
emergency  reliefs  and  vapor  blowdown 
systems. 

(9)  No  person  shall  emit  or  cause  the 
emission  of  organic  materials  into  the 
atmosphere  from  a  vapor  blowdown  sys¬ 
tem  or  emergency  relief  unless  these 
materials  are  burned  by  smokeless  flares 
or  some  other  control  device  approved  by 
the  Admmistrator. 

(10)  No  person  shall  emit  or  cause  the 
emission  into  the  atmosphere  of  more 
than  3  poimds  (1.3  kg.)  of  organic  mate¬ 
rials  in  any  one  hour  or  15  pounds  (6.8 
kg.)  in  any  one  day  (24  hours)  from  any 
article,  machine,  or  equipment  xmless  all 
organic  materials  emitted  from  such 
article,  machine,  or  equipment  are  re¬ 
duced  by  85  percent  from  emissions  be¬ 
fore  the  application  of  any  control  equip- 
moit  or  process. 

(i)  The  aggregate  emissions  of  organic 
materials  into  the  atmosphere  from  any 
series  of  articles,  machines,  or  equip¬ 
ment  designed  for  processing  a  continu¬ 
ously  moving  sheet,  web,  strip,  or  wire  by 
a  combination  of  operations  shall  comply 
with  the  requirements  of  this  sub- 
paragraph. 

(11)  Emissions  of  organic  materials  into 
the  atmosphere  which  result  from  the 
cleaning  of  any  article,  machine,  or 
equipment  with  organic  solvents  ^all 
be  included  with  the  other  emissions  of 
organic  materials  from  such  article,  ma¬ 
chine,  or  equipment  in  determining  com¬ 
pliance  with  this  subparagraph. 

(ill)  Emissions  of  organic  materials 
into  the  atmosphere  which  result  from 
spontaneous  drying  of  products  after 
their  removal  from  any  article,  machine, 
or  equipment  shall  be  Included  with 
other  emissions  of  organic  material 
from  such  article,  machine,  or  eqidpment 
in  determining  compliance  with  this 
subparagraph. 

(iv)  Each  person  subject  to  this  sub- 
paragraph  shall  install  and  operate,  and 
maintain  in  calibration  and  good  work¬ 
ing  order  devices  specified  by  the  Ad¬ 
ministrator  for  indicating  temperatures, 
pressures,  rates  of  flow,  or  other  operat¬ 
ing  conditions  necessary  to  determine  the 
degree  and  effectiveness  of  air  pollution 
controls. 
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(V)  Any  person  using  solvents  or  any 
substances  containing  organic  solvents  in 
any  article,  machine,  or  equipment  shall 
supply  the  Administrator,  upon  request 
and  in  the  manner  and  form  prescribed 
by  him,  written  evidence  of  the  chemi¬ 
cal  composition,  physical  properties,  and 
amoimt  consumed  for  each  organic 
solvent  used. 

(vi)  The  provisions  of  this  subpara¬ 
graph  shall  not  ai^ly  to: 

(a)  The  manufacture  of  organic  sol¬ 
vents. 

(b)  Tlie  spraying  or  other  employ¬ 
ment  of  insecticides,  pesticides,  herbi¬ 
cides. 

(c)  Industrial  surface  coating  opera¬ 
tions  when  the  coating’s  solvent  makeup 
is  water  based  and  does  not  exceed  20 
percent  of  organic  materials  by  volume. 

id)  The  following  organic  solvoits: 
Halogenated  saturated  hydrocarbons, 
perchloroethylene,  benzene,  acetone,  Ci- 
C}  n-paraffins,  csrclohexanone,  ethyl  ace¬ 
tate,  diethylamine,  isobutyl  acetate,  iso- 
prophyl  alcohol,  methyl  benzoate.  2-ni- 
trcHJropane,  phenyl  acetate  and  triettiyl- 
amine,  and  any  other  organic  solvents 
that  have  been  determined  by  the  Ad¬ 
ministrator  to  be  photochemically  unre- 
active  in  the  formation  of  oxidants. 

(11)  For  the  purposes  of  this  para- 
grsq}h: 

(1)  Organic  materials  are  defined  as 
chemical  compounds  of  carb(Mi,  exclud¬ 
ing  carbon  monoxide,  carbon  dioxide, 
carbonic  acid,  metallic  carbides,  metallic 
carbonates,  and  ammonium  carbonate; 

(U)  Organic  solvents  are  defined  as 
organic  materials  which  are  liquids  at 
standard  conditions,  and  include  dilu¬ 
ents,  and  which  are  used  as  dissolvers, 
viscosity  reducers,  and  cleaning  agents. 

(iii)  Volatile  organic  compounds  are 
defined  as  any  compounds  containing 
carbon  and  hydrogen  or  containing  car¬ 
bon  and  hydrogen  in  combination  with 
any  other  element  which  has  a  vapor 
pressure  of  1.5  poimds  per  square  inch 
absolute  or  greater  under  actual  condi¬ 
tions  of  storage  or  use. 

(12)  Compliance  with  this  paragraph 
shall  foe  in  accordance  with  the  pro^- 
sionsof  S  52.980(a). 

24.  Section  52.976  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.976  Review  of  new  sources  and 
modifications:  Rules  and  reftulafions. 
•  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
sotu-ce  in  the  State  of  Louisiana,  the 
construction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  sotirce  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  aiHiroval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 
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(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Bach  a];H>li<»tion  shall  be  signed 
by  the  applicant. 

(iv)  Each  aiH>lication  shall  be  accom¬ 
panied  by  site  information,  plants,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  new  source, 
the  nature  and  amount  of  emissions, 
and  the  manner  in  which  it  will  be  oper¬ 
ated  and  controlled. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  m(xlify 
will  be  granted  mUess  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State, 
or  Federal  regulation  which  is  a  part  of 
the  applicable  plan;  and 

(il)  The  source  will  not  prevent  or  in¬ 
terfere  with  attainment  or  maintenance 
or  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial.  Tbe  Ad¬ 
ministrator  will  set  forth  his  reasons  for 
any  denial. 

(5)  The  Administrator  may  impose  any 
reasonable  conditions  upon  an  approval, 
including  conditions  requiring  the  source 
to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  l^fe  access  to  each  port, 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  notifi¬ 
cation  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  inlUdl  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within 
15  days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated,  but  nOt  later 
than  180  days  after  initial  startup  of  such 
source,  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator,  and  fUmish  the  Ad¬ 
ministrator  a  written  report  of  the  results 
of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense  of 
the  owner  or  (^jerator. 

(ii)  Ihe  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests.  ' 

(iii)  Hie  owner  or  operator  of  a  source 
shall  provide  the  Administrator  notice  15 
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days  prior  to  the  performance  test  to 
afford  the  Administrator  the  opportunity 
to  have  an  observer  present. 

(9)  AK>roval  to  construct  or  modify 
shall  not  be  required  for : 

(1)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  ix>llutants 
recorder,  combusition  controller,  or  c(xn- 
busUon  shutoff. 

(ii)  Air  (xmditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehou^  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in 
a  private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/hr.) . 

(iv)  Mobile  internal  ccxnbustiCMi  en¬ 
gines. 

(v)  Laboratory  equiixnent  used  ex¬ 
clusively  for  chemical  or  physical 
analyses. 

(vi)  Other  sources  of  minor  signficance 
specified  by  the  Administrator. 

(10)  Approval  to  construct  or  modify 
a  source  shall  not  relieve  any  owner  or 
operator  of  the  responsibility  to  comply 
with  all  local.  State,  and  Federal  regu- 
latirms  which  are  part  of  the  applicable 
plan. 

25.  Section  52.977  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.977  Source  surveillance. 

•  #  «  ♦  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
State  of  Louisiana  shall,  upon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emissions  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  de¬ 
termine  whether  such  source  is  in  com¬ 
pliance  with  applicable  emission  limita¬ 
tions  or  other  control  measures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the  Ad¬ 
ministrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem- 
ber  31.  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertient  report'  is 
submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures,  and  will  be  available  to  the  public 
during  normal  business  hours  at  the 
regional  office  (Region  VI). 

26.  Subpart  T  is  amended  by  adding 
8  52.980  as  follows: 
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§  52.980  Compliance  schedules. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
S  52.973(b)  shall  comply  with  such  regu¬ 
lation  on  or  before  December  31, 1973. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  §  52.973(b)  on  the  effective 
date  of  this  regiilation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31.  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  S  52.973(b) 
after  the  effective  date  of  this  regtila- 
tion  shall  certify  such  compliance  to  the 
Administrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates  com¬ 
pliance  with  §  52.973(b)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  perio^c  increments  of  progress 
towards  compliance.  The  dates  for 
achievements  of  such  increments  shall 
be  specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction; 
completion,  and  startup  of  control  sys¬ 
tem;  performance  tests;  and  submittal 
of  performance  test  analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  schedule  has  been  met. 

Subpart  U — Maine 

27.  Section  52.1023  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.1023  Compliance  schedules. 

•  «  •  *  • 

(b)  Regulation  for  increments  of  prog¬ 
ress.  (1)  Except  as  provided  in  subpara¬ 
graphs  (2)  and  (3)  of  this  paragraph, 
the  owner  or  operator  of  any  stationary 
source  subject  to  Regulations  10.1 
through  10.7  of  the  Maine  Environmental 
Improvement  Commission  shall,  no  later 
than  December  31.  1972,  submit  to  the 
Administrator  for  approval  a  proposed 
compliance  schedule  that  demonstrates 
compliance  with  any  such  regulation  as 
exp^tiously  as  practicable  but  no  later 
than  the  compliance  date  specified  in 
such  regulation.  The  compliance  schedule 
shall  provide  for  periodic  increments  of 
progress  toward  compliance.  The  dates 
for  achievement  of  such  increments  shall 
be  specified.  Increments  of  progress  shall 
include  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  construction  of 
process  changes,  if  applicable;  initiation 
of  construction;  completion  and  startup 
of  control  system;  performance  tests; 
and  submittfij  of  performance  test  analy¬ 
sis  and  results. 

(2)  Where  any  such  owner  or  operator 
demonstrates  to  the  satisfaction  of  the 
Administrator  that  compliance  with  any 


such  regulation  will  be  achieved  (m  or 
before  December  31.  1973,  no  compliance 
schedule  shall  be  required. 

(3)  This  paragraph  shall  not  apply  to 
any  source  for  which  compliance  is  re¬ 
quired  by  any  such  regulation  prior  to 
December  31. 1973. 

(4)  Any  owner  or  operator  required  to 
submit  a  compliance  schedule  pursuant 
to  this  paragraph  shall  within  5  days 
after  the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 
the  approved  compliance  schedule  has 
been  met. 

Subpart  V — Maryland 

28.  Section  52.1075  is  amended  by  add¬ 
ing  paragraph  (c) ,  as  follows: 

§  52.1075  Control  strategy:  Nitrogen 
dioxide. 

•  •  •  •  • 

(c)  Regulation  of  nitrogen  oxides 
emissions.  (1)  No  owner  or  operator  of 
any  stationary  source  in  the  Metropoli¬ 
tan  Baltimore  Intrastate  Region  (§  81.12 
of  this  chapter)  or  in  the  Maryland  por¬ 
tion  of  the  National  Capital  Interstate 
Region  ($  81.28  of  this  chapter)  shall  dis¬ 
charge  or  cause  the  discharge  of  nitro¬ 
gen  oxides  (expressed  as  nitrogen  di¬ 
oxide)  into  the  atmosphere  in  excess  of : 

(1)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-flred  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  mlllicm  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  binn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  lim¬ 
itation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using  the 
following  formula: 

_ x(0.20)+y(0.30) 

Where: 

X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 

y  Is  the  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

z  Is  the  allowable  emissions  In  pounds  per 
million  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel-burning 
equipment,  the  emission  limitations  of 
subparagraph  (1)  of  this  paragraph 
shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  $  52.1080(a) . 

(4)  ITie  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the 
Appendix  to  Part  60  of  this  title. 

29.  Section  52.1076  is  amended  by 
adding  paragraph  (b) ,  as  follows: 

§  52.1076  Review  of  new  sources  and 
modiiicationK. 

•  *  •  •  • 

(b)  Regulation  for  review  of  construc¬ 
tion  and  modification  of  electric  generat¬ 


ing  stations.  (1)  This  requirement  is 
applicable  to  any  stationary  source  in 
the  State  of  Maryland  which  is  an  elec¬ 
tric  power  generating  station,  the  con-r 
struction  or  modification  of  which  is 
commenced  by  any  electric  company  (as 
defined  in  Article  76,  Section  2  of  the 
Annotated  Code  of  Maryland)  after  the 
effective  date  of  this  regulation. 

(2)  No  owner  or  operator  of  am  elec¬ 
tric  compamy  shadl  commence  construc¬ 
tion  or  modification  of  amy  stationairy 
source  after  the  effective  date  of  this 
regulation  without  first  obtaining  ap- 
provad  from  the  Administrator  of  the 
location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shadl  be  maule  on  forms 
furnished  by  the  Administrator,  or  by 
other  meams  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Eau:h  application  shadl  be  signed 
by  the  applicamt. 

(iv)  Eau:h  application  shadl  be  au:com- 
pamled  by  site  information,  plams,  de¬ 
scriptions,  specifications,  amd  drawings 
showing  the  design  of  the  source,  the 
nature  amd  amount  of  emissions,  amd 
the  mamner  in  which  it  will  be  operated 
amd  controlled. 

(v)  Any  aulditionad  information,  plams, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shadl  be  furnished  upon  request. 

(3)  No  approvad  to  construct  or  mod¬ 
ify  will  be  gramted  unless  the  applicamt 
shows  to  the  satisfau:tlon  of  the  Admin¬ 
istrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  amy  locad.  State, 
or  Federad  regulation  which  is  paut  of 
the  applicable  plam;  amd 

(ii)  The  source  will  not  prevent  or 
interfere  with  attainment  or  madn- 
tenamce  of  amy  nationad  stamdard. 

(4)  The  Administrator  will  au:t  with¬ 
in  60  days  on  an  application  amd  will 
notify  the  applicamt  in  writing  of  his 
approvad,  conditionad  approvad,  or  denial 
of  the  application.  The  Administrator 
will  set  forth  his  reaisons  for  amy  deniad. 

(5)  The  Administrator  may  impose 
any  reaisonad>le  conditions  upon  an  ap¬ 
provad,  including  conditions  requiring 
the  source  to  be  provided  with: 

(1)  Sampling  ports  of  a  size,  number, 
and  location  ais  the  Administrator  may 
require. 

(ii)  Safe  au:cess  to  eatch  port. 

(iii)  Instrumentation  to  monitor  amd 
record  emission  data,  amd 

(iv)  Any  other  saunpling  amd  testing 
faicilities. 

(6)  The  Administrator  may  cancel  am 
approval  if  the  construction  is  not  be¬ 
gun  within  2  yeau^  from  the  date  of 
issuance,  or  if  during  the  construction, 
work  is  suspended  for  1  yeau*. 

(7)  Any  owner  or  operator  of  an  dec- 
tric  compamy  subject  to  the  provisions 
of  this  regulation  shall  furnish  the  Ad¬ 
ministrator  written  notification  as 
follows : 

(i)  A  notification  of  the  anticipated 
date  of  initiad  startup  of  the  source  no 
more  tham  60  days  or  less  tham  30  days 
prior  to  such  date. 


No.  116— Pt.  n - 2 


FEDERAL  REGISTER,  VOL.  37,  NO.  115 — WEDNESDAY,  JUNE  14,  1972 


11834 


PROPOSED  RULE  MAKING 


(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within 
15  days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later  than 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  ccmditions  approved  by 
the  Adininistrator  and  fumi^  the  Ad¬ 
ministrator  a  written  report  of  the  results 
of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(iii)  The  owner  or  operator  of  the  elec¬ 
tric  company  shall  provide  the  Admin¬ 
istrator  15  days  prior  notice  of  the  per¬ 
formance  test  to  afford  the  Administra¬ 
tor  the  opportimity  to  have  an  observer 
present. 

(9)  Approval  to  construct  or  modify  a 
source  ^all  not  relieve  any  owner  or 
operator  of  an  electric  company  of  the 
responsibility  to  comply  with  all  local. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

30.  In  Subpart  V,  §  52.1080  is  added, 
as  follows: 

§  52.1080  Compliance  schedules. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subpsutigraph  (2) 
of  this  paraerraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
S  52.1075(c)  shall  cxHnply  with  such  regu¬ 
lation  on  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  8  52.1075(c)  on  the  effective 
date  of  this  regiilation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31, 4972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  8  52.1075(c) 
after  the  effective  date  of  this  regula¬ 
tion  shall  certify  such  compliance  to  the 
Administrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  An  owner  or  (H>erator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  84>proval  a  proposed  com¬ 
pliance  schedule  that  demonstrates  com¬ 
pliance  with  8  52.1075(c)  as  expeditiously 
as  practicable,  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  system;  performance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  the 


approved  compliance  schedule  has  been 
met. 

Subpart  W — Massachusetts 

31.  Section  52.1124  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.1124  Control  strategy:  Nitrogen 
dioxide. 

•  •  •  *  • 

(b)  Regulation  for  control  of  nitrogen 
oxides  emissions.  (1)  No  owner  or  opera¬ 
tor  of  any  stationary  soiuce  in  the  Mas¬ 
sachusetts  portion  of  the  Hartford-New 
Haven -Springfield  Interstate  Region 
(8  81.26  of  this  chapter)  shall  discharge 
or  cause  the  discharge  of  nitrogen  oxides 
(expressed  as  nitrogen  dioxide)  into  the 
atmosphere  in  excess  of : 

(1)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hoiu*  heat  input. 

(U)  0.30  lb.  per  miUion  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using 
the  following  formula: 

z=x(0.30)  +y(0.30) 
x+y 

Where: 

X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 

y  Is  the  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

s  Is  the  allowable  emissions  In  pounds  per 
mUllon  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fu^s  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  8  52.1125(b). 

(4)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the  Ap¬ 
pendix  to  Part  60  of  this  chapter. 

32.  Section  52.1125  is  amended  by  add¬ 
ing  paragraphs  (b)  and  (c),  as  follows: 

§52.1125  Compliance  schedules. 

•  •  «  «  • 

(b)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
8  52.1124(b)  or  section  2.5  of  Regulation  2 
of  “Regulations  for  the  Control  of  Air 
Pollution  in  the  Metropolitan  Boston  Air 
Pollution  Control  District,”  “Regulations 
for  the  Control  of  Air  Pollution  in  the 
Berkshire  Air  Pollution  Control  District,” 
“Regulations  for  the  Control  of  Air  Pol¬ 
lution  in  the  Central  Massachusetts  Air 
Pollution  Control  District,”  “Regulations 
for  the  Ckxitrol  of  Air  Pollution  in  the 
Pioneer  Valley  Air  Pollution  Control 
District,”  “Regulations  for  the  C<sitrol 
of  Air  Pollution  in  the  Merrimack  Valley 


Air  Pollution  Control  Distri<A,”  or  “Reg¬ 
ulations  for  the  Control  of  Air  Pollution 
in  the  Southeastern  Massachusetts  Air 
Pollution  Control  District,”  shall  comply 
with  such  regulation  on  or  before  Decem¬ 
ber  31, 1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  8  52.1124(b)  or  section  2.5  of 
Regulation  2  on  the  effective  date  of  this 
regulation  shall  certify  such  compliance 
to  the  Administrator  no  later  than  De¬ 
cember  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  oomplicmce  with  8  52.1124(b)  or 
section  2.5  of  Regulation  2  after  the  ef¬ 
fective  date  of  this  regvilation  shall  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor  within  5  days  of  the  date  compliance 
is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  proposed 
compliance  schedule  that  demonstrates 
compliance  with  8  52.1124(b)  or  section 
2.5  of  Regulation  2  as  expeditiously  as 
practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  date  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  construction  or 
process  changes,  if  applicable;  initiation 
of  construction;  completion  and  startup 
of  control  systems;  performance  tests; 
and  submittal  of  performance  test  anal¬ 
ysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall  within  5  days  after 
the  deadline  for  each  Increment  of  prog¬ 
ress  certify  to  the  Administrator  whether 
or  not  tile  required  increment  of  the  ap¬ 
proved  compliance  schedule  has  been 
met. 

33.  Section  52.1126  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

g  52.1126  Review  of  new  sources  and 
modifications. 

•  *  •  *  • 

(b)  Regulation  for'  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  In  the  Commonwealth  *of  Mas¬ 
sachusetts  subject  to  review  under  sec¬ 
tion  2.1  of  Relation  2  of  “Regulations 
for  the  Control  of  Air  Pollution  in  the 
Metropolitan  Boston  Air  Pollution  Con¬ 
trol  District.”  “Regulations  for  the  Con¬ 
trol  of  Air  Pollution  in  the  Berkshire  Air 
Pollution  Control  District,”  “Regula¬ 
tions  for  the  Control  of  Air  Pollution  in 
the  Central  Massachusetts  Air  Pollu¬ 
tion  Control  District,”  “Regulations  for 
the  Control  of  Air  Pollution  in  the  Pi¬ 
oneer  Valley  Air  Pollution  Control  Dis¬ 
trict,”  “Regulations  for  the  C(mtrol  of 
Air  Pollution  in  the  Merrimack  Valley 
Air  Pollution  Control  District,”  or  “Reg¬ 
ulations  for  the  Control  of  Air  Pollution 
in  the  Southeastern  Massachusetts  Air 
Pollution  Control  District,”  the  construc¬ 
tion  or  modification  of  which  is  com¬ 
menced  after  the  effective  date  of  this 
regulation. 
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(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administra¬ 
tor  of  the  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the  na¬ 
ture  and  amount  of  emissions,  and  the 
manner  in  which  it  will  be  operated  and 
controlled. 

(v)  Any  additional  information,  plans, 
specifications,  evidence  of  documentation 
that  the  Administrator  may  require  shall 
be  furnished  upon  request. 

( 3 )  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  source  will  operate  with¬ 
out  causing  a  violation  of  any  local. 
State,  or  Federal  regulation  which  is  part 
of  the  applicable  plan. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the  ap¬ 
plication.  The  Administrator  will  set 
forth  his  reascms  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  constructlcm  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is  sus¬ 
pended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regiilation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  source  not  more 
than  60  days  or  less  than  30  days  prior  to 
such  date. 

(ii)  A  notiflcatimi  of  the  actual  date  of 
initial  startup  of  a  source  within  15  days 
after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later  than 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  cmiditions  approved  by 
the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 


(1)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  ITie  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(iii)  The  owner  or  (H>erator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test  to 
afford  the  Administrator  the  opportu¬ 
nity  to  have  an  observer  present. 

(9)  Approval  to  construct  or  modify 
shall  not  relieve  an  owner  or  (^rator  of 
the  responsibility  to  comply  with  all  local. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

Subpart  X — Michigan 

34.  Section  52.1173  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.1173  General  requirements. 

•  •  *  «  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
State  of  Michigan  shall,  upon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amotmts  of 
emissions  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  de¬ 
termine  whether  such  source  is  in  com- 
liance  with  applicable  emission  limita¬ 
tions  or  other  control  measiu'es. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator.  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem- 
ber  31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  'requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Eknission  data  obtained  from 
owners  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  mea¬ 
sures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the 
regional  o£Bce  (Region  V). 

35.  SecticHi  52.1174  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§52.1174  Control  Atrategy:  Nitrogen 
dioxide. 

•  •  •  •  • 

(b)  Regulation  for  control  of  nitrogen 
oxides  emissions.  (1)  No  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
Metropolitan  Detroit-Port  Huron  (§81.- 
37  of  this  chapter)  and  Central  Michi¬ 
gan  (S  81.195  of  this  chapter)  Intrastate 
Regions  and  in  the  Michigan  portion  of 
the  Metropolitan  Toledo  Interstate  Re¬ 
gion  (§  81.43  of  this  chapter)  shall  dis¬ 
charge  or  cause  the  discharge  of  nitro- . 
gen  oxides  (expressed  as  nitrogen  diox¬ 
ide)  into  the  atmosphere  in  excess  of: 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 


burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using 
the  following  formula: 

2=x(0.20)  +y(0.30) 

X  +  y 

Where: 

X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossU  fuels. 

y  is  the  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

2=x(0.20+y(0.30) 
million  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  this 
paragraph  shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provisions 
of  §  52.1175(b). 

(4)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the  Ap¬ 
pendix  to  Part  60  of  this  chapter. 

36.  Section  52.1175  is  amended  by 
adding  paragraphs  (b)  and  (c),  as  fol¬ 
lows: 

§  52.1 175  Compliance  schedules. 

•  •  •  •  * 

(b)  Federal  compliance  schedule: 
Federal  regulations.  (1)  Except  as  pro¬ 
vided  in  subparagraph  (2)  of  this  para¬ 
graph,  the  owner  or  operator  of  any 
stationary  source  subject  to  §  52.1174(b) 
shall  comply  with  such  regulation  on  or 
before  December  31, 1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  S  52.1174(b)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no 
later  than  December  31, 1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §  52.1174(b) 
after  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  com¬ 
pliance  with  §  52.1174(b)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  construction  or 
process  changes,  if  applicable;  initiation 
of  construction;  completion  and  startup 
of  control  system;  performance  tests; 
and  submittal  of  i}erformance  test  anal¬ 
ysis  and  results. 
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(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

(c)  Federal  compliance  schedule: 
State  regulation.  (1)  Except  as  provided 
in  subparagraph  (2)  of  this  paragraph, 
the  owner  or  operator  of  a  stationary 
source  subject  to  R  336.49  of  the  General 
Rules  of  the  Air  Pollution  Control  Com¬ 
mission,  Michigan  Department  of  Public 
Health  shall  comply  with  such  regula¬ 
tion  on  or  before  December  31, 1973.  This 
regulation  shall  apply  in  Macomb,  Oak¬ 
land,  and  St.  Clair  Counties  of  the 
Metropolitan  Detroit-Port  Huron  Intra¬ 
state  Region  ( §  81.37  of  this  chapter) ,  the 
Michigan  portion  of  the  Metropolitan 
Toledo  Interstate  Region  (§  81.43  of  this 
chapter),  and  the  South  Central  Michi¬ 
gan  Intrastate  Region  (§  81.196  of  this 
chapter) . 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  R  336.49  of  the  General  Rules 
of  the  Air  Pollution  Control  Commis¬ 
sion,  Michigan  Dep>artment  of  Public 
Health  on  the  effective  date  of  this  regu¬ 
lation  shall  certify  such  compliance  to 
the  Administrator  no  later  than  Decem¬ 
ber  31, 1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  R  336.49  of  the 
General  Rules  of  the  Air  Pollution  Con¬ 
trol  Commission,  Michigan  Department 
of  Public  Health  after  the  effective  date 
of  this  regulation  shall  certify  such  com¬ 
pliance  to  the  Administrator  within  5 
days  of  the  date  compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  R  336.49  as  expeditiously  as 
practicable  but  no  later  than  the  dates 
specified  in  R  336.49(7) . 

(i)  If  the  owner  or  curator  chooses 
to  ccmply  with  the  provisions  of  R  336.49 
(7),  Table  3,  the  compliance  schedule 
shall  contain  dates  by  which  contracts 
will  be  awarded  to  obtain  the  appropriate 
fuel  and  dates  by  which  this  fuel  will  be 
biuned  exclusively. 

(ii)  If  the  owner  or  operator  chooses 
to  comply  with  the  provisions  of  R  336.49 
(7),  Table  4,  the  compliance  schedule 
shall  provide  for  periodic  increments  of 
progress  toward  compliance.  The  dates 
for  achievement  of  such  increments  shall 
be  specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  constniction  or 
process  changes,  if  applicable;  Initiation 
of  construction;  completion  and  startup 
of  control  system;  performance  tests; 
and  submittal  of  performance  test  analy¬ 
sis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  wiOiin  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  th€ 
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aOT>roved  compliance  schedule  has  been 
met. 

37.  Section  52.1176  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§  52.1176  Review  of  new  sourcen  and 
modifications. 

•  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  State  of  Michigan,  the 
construction  or  modification  of  which  Is 
commenced  after  the  effective  date  of 
this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amount  of  emissions. 
Such  informaticm  shall  be  sufBcient  to 
enable  the  Administrator  to  make  any 
determination  pursuant  to  subparagraph 

(3)  of  this  paragraph. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  new  source  will  not 
prevent  or  interfere  with  attainment  or 
maintenance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial.  The  Ad¬ 
ministrator  ^^ll  set  forth  his  reasons  for 
any  denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(6)  Approval  to  construct  shall  not 
relieve  any  owner  or  operator  of  the  re¬ 
sponsibility  to  comply  with  all  local. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

Subpart  Y — Minnesota 

38.  Section  52.1224  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§52.1224  General  requirements. 

•  m  0  0  ^ 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  TTie  owner  or  oper¬ 
ator  of  any  stationary  source  in  the  State 
of  Minnesota  shall,  upon  notification 
from  the  Administeator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sions  from  such  source  and/or  any  other 
information  as  may  be  deemed  necessary 


by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  sulxnitted 
within  45  days  after  the  end  of  the 
reporting  period.  Reporting  periods 
are  January  1-June  30  and  July  1-De- 
cember  31,  except  that  the  initial  report¬ 
ing  period  shall  commence  on  the  date 
the  Administrator  issues  notification  of 
the  recordkeeping  requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shaU  be  retained  by  the  owner 
or  operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the  re¬ 
gional  ofiQce  (Region  V). 

39.  Section  52.1225  is  amended  by 
adding  paragraphs  (c)  and  (d),  as 
follows: 

§  52.1225  Rrview  of  new  sources  and 
modifications. 

«  *  •  •  » 

(c)  Regulation  for  review  of  source 
modifications.  (1)  This  requirement  is 
applicable  to  any  stationary  source  in 
the  State  of  Minnesota,  the  modifica¬ 
tion  of  which  is  commenced  after  the 
effective  date  of  this  regrulation  and 
which  is  not  subject  to  the  provisions 
of  APC-3  of  Minnesota’s  Air  Pollution 
Control  Rules,  Regulations,  and  Air 
Quality  Standards. 

(2)  No  owner  or  operator  shall  com¬ 
mence  modification  of  any  stationary 
source  after  the  effective  date  of  this 
regulation  without  first  obtaining  ap¬ 
proval  from  the  Administrator  of  the 
location  and  design  of  such  source 
modification. 

(i)  Application  for  approval  to  mod¬ 
ify  shall  be  made  on  forms  furnished 
by  the  Administrator,  or  by  other  means 
prescribed  by  the  Administrator. 

(ii)  A  separate  application  is  required 
for  each  somce. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amoimt  of  emissions,  and 
the  manner  in  which  it  will  be  operated 
and  controlled. 

(v)  Any  additional  information, 
plans,  specifications,  evidence,  or  docu¬ 
mentation  that  the  Administrator  may 
require  shall  be  furnished  upon  request. 

(3)  No  approval  to  modify  will  be 
granted  unless  the  applicant  shows  to 
the  satisfaction  of  the  Administrator 
that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State, 
or  Federal  regulation  which  is  part  of 
the  applicable  plan,  and 
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(ii)  The  source  will  not  prevent  or 
interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will 
notify  the  applicant  in  writing  of  his 
approval,  conditional  approval,  or  denial. 
The  Administrator  will  set  forth  his 
reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring 
the  source  to  be  provided  with: 

(1)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(ill)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begim 
within  2  years  freon  the  date  of  issuance, 
or  if  during  the  ccHistructiem,  work  is  sus¬ 
pended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisiems  of  this  regulation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  nptificatiem  of  the  actual  date 
of  initial  startup  of  the  source  within*  15 
days  sifter  such  date. 

(8)  Within  60  days  after  8M:hieving  the 
msucimxim  productim  rate  at  which  the 
source  will  be  operated  but  not  later  thsui 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  suscordance  with  methods  smd 
under  operating  ccmditicxis  approved  by 
the  Administrator  and  fuml^  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  teste. 

(iii)  The  owner  or  operator  of  the 
source  shall  provide  the  Administrator 
15  days  prior  notice  of  the  performance 
test  to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  present. 

(9)  Approval  to  modify  shall  not  be  re¬ 
quired  for: 

(i)  The  installation  or  alteration  of 
an  air  pollutant  detector,  air  pollutants 
recorder,  combustion  controller,  or  com- 
bustiMi  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  ctm- 
ditioning,  or  heating  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hom* 
(88.2  million  gm-cal/hr.). 

(iv)  Mobile  internal  combustion  en¬ 
gines. 

(V)  Laboratory  equipment  used  exclu¬ 
sively  for  chemical  or  physical  analyses. 


(vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(d)  Regulation  requiring  compliance 
with  plan.  Approval  to  modify  granted 
pursuant  to  paragraph  (c)  of  this  section 
or  approval  to  ccxistruct  or  modify 
granted  pursuant  to  APC-3  of  Minne¬ 
sota’s  Air  Pollution  Control  Rules,  Regu¬ 
lations,  and  Air  Quality  Standahls  shall 
not  relieve  any  owner  or  operator  of  the 
resixmsibility  to  comply  with  all  local. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

Subpart  AA — Missouri 

40.  Section  52.1324  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§  52.1324  General  requirements. 

*  *  t  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  piu^uant  to  9  52.1330(b)  will  be 
correlated  with  applicable  emission  limi¬ 
tations  and  other  control  measures  and 
will  be '  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  vn). 

41.  Section  52.1326  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.1326  Control  strategy:  INitrogen 
dioxide. 

•  (  #  •  • 

(b)  Regulation  for  control  of  nitrogen 
oxides  emissions.  (1)  No  owner  or  cura¬ 
tor  of  any  stationary  source  in  the  Mis¬ 
souri  portion  of  the  Metropolitan  St. 
Louis  Interstate  Region  (40  Cm  81.18) 
shall  discharge  or  cause  the  discharge 
of  nitrogen  oxides  (expressed  as  nitro¬ 
gen  dioxide)  into  the  atmosphere  in  ex¬ 
cess  of: 

(1)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  input. 

(U)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  burning 
equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(ill)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simiiltaneously  in  any 
combination  in  fuel-burning  equipment 
of  more  than  250  million  B.t.u.  per  hom 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using 
the  following  formula: 

1(0.20)  +y(0.30) 

2  = - i - 

x+y. 

where: 

X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 

y  Is  the  percent  of  total  heat  input  derived 
from  liquid  fossil  fuels. 

z  is  the  fUlowable  emissions  In  pounds  per 
million  B.t.u. 

(iv)  5.5  lbs.  per  ton  (2.8  kg/metric 
ton)  of  100  percent  acid  produced,  from 
nitric  acid  plants. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel-biuming  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
not  apply. 


(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  9  52.1333. 

(4)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this  par¬ 
agraph  shall  be  Method  7  in  the  Appen¬ 
dix  to  Part  60  of  this  title. 

42.  Section  52.1327  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.1327  Prevention  of  air  pollution 
emergency  episodes. 

•  •  •  •  • 

(b)  Regulation  for  emission  control 
action  program  (City  of  Springfield). 
(1)  The  owner  or  operator  of  any  sta¬ 
tionary  source  in  the  City  of  Springfield 
which  emits  100  tons  (90.7  metric  tons) 
or  more  per  year  of  particulate  matter 
shall  prepare  and  submit  to  the  Admin¬ 
istrator  a  standby  plan  for  reducing  or 
eliminating  emissions  of  particulate  mat¬ 
ter  during  periods  of  a  Yellow  Alert, 
Red  Alert,  or  Emergency  Alert,  as  defined 
in  the  Air  Pollution  Control  Regulations 
of  the  Springfield-Oreene  County  Area. 

(1)  Each  such  plan  shall  be  submitted 
within  90  days  of  the  effective  date  of 
this  regulation  and  shall  be  subject  to 
review  and  approval  by  the  Administra¬ 
tor.  Any  such  plan  will  be  approved  un¬ 
less  the  Administrator  notifies  the  owner 
or  operator  within  60  days  that  such 
plan  has  been  disapproved.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
disapproval. 

(ii)  Each  such  plan  shall  identify  the 
specific  f8u:ility  from  which  particulate 
matter  is  emitted,  the  manner  in  which 
reduction  of  emissions  will  be  achieved 
during  a  Yellow  Alert.  Red  Alert,  or 
Eknergency  Alert,  and  the  approximate 
reduction  in  emissions  to  be  achieved 
by  each  reduction  measure. 

(iii)  Diuing  a  Yellow  Alert,  Red  Alert, 
or  Emergency  Alert,  a  copy  of  such  plan 
shall  be  made  available  on  the  somce 
premises  for  Inspection  by  the  Admin¬ 
istrator. 

(2)  Upon  notification  by  the  Admin¬ 
istrator  or  appropriate  city  official  that 
a  Yellow  Alf  t,  R^  Alert,  or  Emergency 
Alert  has  been  declared,  the  owner  or 
operator  of  each  source  which  has  a 
standby  plan  approved  by  the  Adminis¬ 
trator  shall  implement  the  emission  re¬ 
duction  measures  specified  in  such  plan. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  somce  in  the  city  of  Springfield 
not  subject  to  the  requirements  of  sub- 
paragraph  (1)  of  this  paragraph  shall, 
when  requested  by  the  Administrator  in 
writing,  prepare  and  submit  a  standby 
plan  in  accordance  with  this  paragraph. 

43.  Section  52.1329  is  amended  by 
adding  paragraph  (b) ,  as  follows: 

§  52.1329  Review  of  new  Murcen  and 
modifications. 

#  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  State  of  Missouri,  the  con¬ 
struction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
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any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  am>roval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  iq^plication  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions.  specificati(ms,  and  drawings 
showing  the  design  of  the  source,  the  na¬ 
ture  and  amount  of  emissions,  smd  the 
manner  in  wMch  it  will  be  operated  and 
amtroUed. 

(V)  Any  additional  information,  idans, 
speclficaticms.  evidence  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  fumi^ed  upon  request. 

(3)  No  approval  to  construct  or 
modify  will  be  granted  unless  the  appli¬ 
cant  shows  to  the  satisfaction  of  the 
Administrator  that: 

(i)  The  source  will  operate  without 
causing  a  vitiation  of  any  local.  State,  or 
Federal  regulation  ahich  is  part  of  the 
applicable  plan;  and 

(ii)  The  source  will  not  prevent  or 
interfere  with  attahttnent  or  mainte¬ 
nance  of  any  nati(mal  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  aiKdication  and  will 
notify  the  applicant  in  writing  of  his 
approval,  conditional  ai^roval,  or  denial 
of  the  iqiplication.  The  Administrator 
wUl  set  forth  his  reason  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  condittcms  upon  an  ap¬ 
proval.  including  ccmditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require. 

(ii)  Safe  access  to  each  port, 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  constructicm  is  not  begun 
within  2  years  fn»n  the  date  of  issuance, 
or  if  during  the  cmistruction,  work  is  sus¬ 
pended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  (me  provisions  of  this  regulation  sht^ 
furnish  the  Administrator  written  noti¬ 
fication  as  f(^ows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  source  not  more 
than  60  days  or  less  than  30  days  prior 
to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  ixiitial  startup  of  a  source  within  is 
days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  producticm  rate  at  which  the 
source  will  be  operated  by  not  later  than 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shall  (xinduct  a  performance 
test(s)  in  accordance  with  methods  and 
imder  operating  conditicms  iq>proved  by 


the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  wrlttoi  report  of  the  results 
of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense  of 
the  owner  or  (merator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  (xmduct  perform¬ 
ance  tests. 

(iii)  The  owner  or  (merator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test  to 
afford  the  Administrator  the  cHK>ortunlty 
to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not  be 
required  for: 

(1)  The  installation  or  alteration  (ff  an 
ait  pcdlutant  detector,  air  pollutants 
recorder,  combustion  contndler,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditioning  or  vmtilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equiixnent,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in  a 
private  dwelling,  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/hr.) . 

(iv)  Mobile  internal  combustion  en¬ 
gines. 

(V)  Laboratory  equipment  used  exclu¬ 
sively  for  chemical  or  physical  analyses. 

(vi)  Other  sources  of  minor  signi¬ 
ficance  specified  by  the  Administrator. 

(10)  Approval  to  ccmstruct  or  mcxilfy 
shall  not  relieve  any  owner  or  operator  of 
the  responsibility  to  comply  with  all  lo¬ 
cal.  State,  and  Federal  regulations  which 
are  part  of  the  applicable  plan. 

44.  Section  52.1330  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§  52.1S30  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  ( 1 )  The  owner  or  oper- 
tor  of  any  stationary  source  in  the  State 
of  Missouri  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amoimts  of  emis¬ 
sion  from  such  souice  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  fiunished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July  1-Decem- 
ber  31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the  own¬ 
er  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  ftor  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

45.  In  Subpart  AA,  S  52.1333  is  added, 
as  follows: 


§  52.1333  Compliance  schedulea. 

(a)  Federal  compliance  schedule.  (1) 
Expect  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  opera¬ 
tor  of  any  stationary  source  subject  to 
§  52.1326(b)  shall  comply  with  such  reg¬ 
ulation  (m  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  S  52.1326(b)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31. 1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  1 52.1326  (b> 
after  the  effective  date  of  this  regula* 
tion  shall  certify  such  compliance  to  the 
Administrator  within  5  days  of  the  date 
complianc'e  is  achieved. 

(2)  An  owner  or  operator  of  a  station¬ 
ary  source  subject  to  subparagraph  (1) 
of  this  paragraph  may.  no  later  than  De¬ 
cember  31,  1972,  submit  to  the  Adminis¬ 
trator  for  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  S  52.1326(b)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall 
provide  for  periddic  increments  of  prog¬ 
ress  towards  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  hut  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
of  process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  system;  performance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 
the  approved  compliance  schedule  has 
been  met. 

Subpart  FF-~N«w  Jersey 

46.  Section  52.1574  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows; 

§  52.1574  General  recpiiremenU. 

•  •  •  *  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owper  or  oper¬ 
ator  of  any  stationary  source  in  the  State 
of  New  Jersey  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sions  from  such  sources  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  pericxls  are 
January  1-June  30  and  July  1-Decem- 
ber  31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum- 
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marizing  reports  submitted  to  the  Admin¬ 
istrator  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

(4)  Emlssicm  data  obtained  from  own¬ 
er  or  operators  of  staticmary  sources  will 
be  correlated  with  S4>Plicable  nnissicKi 
limitations  and  other  ccmtrol  measures 
and  will  be  availEU:>le  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  n) . 

47.  Sectlmi  52.1576  is  amoided  by  add¬ 
ing  paragT84>h  (b) ,  as  follows: 

§52.1576  Control  strategy:  Nitrogen 
dioxide. 

•  •  •  •  • 

(b)  Regulation  for  control  of  nitrogen 
oxidJes  emissions.  (1)  No  owner  or  c^jera- 
tor  of  a  statimiary  source  in  the  New 
Jersey  portimt  of  the  New  Jersey-New 
York-Connecticut  Interstate  Region 
(§81.13  of  this  chapter),  Metnnxditan 
Philadelphia  Interstate  Region  (§81.15 
of  this  chs4>ter),  or  Northeast  Pennsyl¬ 
vania-Upper  Delaware  Valley  Interstate 
Region  (§81.55  of  this  cluster),  shall 
discharge  or  cause  the  discharge  of  ni¬ 
trogen  oxides  (expressed  as  nitrogm  di¬ 
oxide)  into  the  atmosphere  in  excess  of : 

(1)  0.20  lb.  per  milli<xi  B.t.u.  (0.36  g. 
per  millicm  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  milli(Hi  B.t.u.  (0.54  g. 
per  millicKi  cal.)  from  oil-fired  furi  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  thsm  250  mlllicm  B.t.u.  per  hour 
heat  input,  the  applicable  emission  lim- 
itatlcm  shall  be  determined  by  proration. 
Comi^iance  shall  be  determined  by  using 
the  fcdlowing  formula : 

_ X(0.30)+y(0.30) 

Where: 

X  Is  the  percent  of  total  heat  Input  derived 
from  gaseous  fossU  fuels. 

y  Is  the  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

s  Is  the  allowable  emissions  In  pounds  per 
mUllon  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fud-buming  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
not  eq>ply. 

(3)  No  owner  or  operator  of  a  nitric 
acid  plant  in  the  New  Jersey  portion  of 
the  New  Jersey-New  York-Connecticut 
Interstate  Region  (§  81.13  of  this  chap¬ 
ter)  or  the  Metropolitan  Philadelphia 
Interstate  Region  (§  81.15  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  nitrogen  oxides  (expressed  as 
nitrogen  dioxide)  into  the  atmosphere  in 
excess  of  5.5  lbs.  per  ton  (2.8  kg./metric 
ton)  of  100  percent  acid  produced. 

(4)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.1577(d) . 

(5)  The  stack  sampling  test  method 
applicaUe  to  a  source  subject  to  thi« 


paragraph  shall  be  Method  7  in  the  Ap¬ 
pendix  to  Part  60  of  this  chapter. 

48.  Sectlmi  52.1577  is  amended  by  add¬ 
ing  paragraph  (d),  as  follows: 

§52.1577  Compliance  schedules. 

•  •  •  '  •  • 

(d)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  in  the  State  of 
New  Jersey  to  which  an  exception  wder 
Chapter  7.  section  7.1(c)  of  the'  New 
Jersey  Air  Pollution  Contitd  Code  is  ap¬ 
plicable  shall  comply  with  the  emission 
limitations  required  by  Chapter  7  of  the 
New  Jersey  Air  Pollution  Control  Code 
on  or  before  December  31,  1973.  Except 
as  provided  in  subparagraph  (2)  of  this 
paragraph,  the  owner  or  <H>erator  of  any 
stationary  source  subject  to  §  52.1576(b) 
shall  comply  with  such  reguhvtimi  <»  or 
before  December  31,  1973. 

(1)  Any  owner  or  operator  in  c<Hnpll- 
ance  with  §  52.1576(b)  or  Clu^iter  7.  sec¬ 
tion  2  of  the  New  Jersey  Air  Polluti<xi 
Control  Code  on  the  effective  date  of  this 
regulation  shall  certify  such  comidiance 
to  the  Administrator  no  later  than  De¬ 
cember  31. 1972. 

(li)  Any  owner  or  operator  who 
achieves  compliance  with  §  52.1576(b)  or 
Chapter  7,  section  2  of  the  New  Jersey 
Air  Pollution  Control  Code  after  the 
effective  date  of  this  regulation  shaU 
certify  such  compliance  to  the  Admin¬ 
istrator  within  5  days  of  the  date  com¬ 
pliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31. 1972,  submit  to  the  Admin¬ 
istrate'  for  ajvroval  a  proposed  com¬ 
pliance  schedule  that  demonstrates 
compliance  with  §  52.1576(b)  or  Chiq>ter 
7.  section  2  of  the  New  Jersey  Air  Pollu¬ 
tion  Control  Code  as  expe^tiously  as 
practicable,  but  not  later  than  July  31. 
1975.  The  cenidiance  schedule  shall  pro¬ 
vide  for  perioffic  incienents  of  progress 
towards  compliance.  The  dates  for 
achievement  of  siich  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  aivlicable;  initia- 
tlrni  of  construction;  cmnpletion  and 
startup  of  (xmtrol  ssrstems;  performance 
tests;  and  submittal  of  peiTormance  test 
analysis  and  results. 

(3)  Any  owner  or  <verator  who  sub¬ 
mits  a  cmnpliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  the 
approved  compliance  schedule  has  been 
met. 

,  49.  Section  52.1578  is  amended  by  add- 
tog  paragraphs  (c)  and  (d).  as  ftdlows: 

§  52.1578  Review  of  new  MMircee  and 

modifications. 

•  •  •  •  • 

(c)  Regulation  for  review  of  new 
sources  and  modifications — stationary 
sources  using  liquid  or  gaseous  fuel.  (1) 
This  requirement  is  applicable  to  any 
stationary  somoe  to  the  State  of  New 


Jersey  using  liquid  or  gaseous  fuel,  the 
construction  or  modification  of  which  is 
commenced  after  the  effective  date  of  this 
regulation. 

(2)  No  owner  or  operator  shall  cmn- 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administra¬ 
tor  of  the  location  and  design  of  such 
source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 

(ii)  A  separate  aM)licati(m  is  required 
for  each  source. 

(ill)  Each  iq;>plication  shall  be  signed 
by  the  apidicant. 

(Iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  idans.  de¬ 
scriptions,  specificaticms,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and  the 
manner  to  which  it  will  be  operated  and 
controlled. 

(V)  Any  additional  information,  plans, 
specifications,  evidence  or  documentation 
that  the  Administrator  may  require  shall 
be  furnished  upon  request. 

(3)  No  approval  to  construct  or 
modify  will  be  granted  iBiless  the  ^pli- 
cant  shows  to  the  satisfaction  of  the 
Administrator  that: 

(1)  The  source  will  operate  without 
causing  a  violation  of  any  applicable 
local;  State,  or  Federal  regulaticm  which 
is  part  of  the  applicable  plan. 

(ii)  The  source  will  not  prevent  or  in¬ 
terfere  with  attainment  or  maintenance 
of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  to  writing  of  his  approval, 
conditional  iq^roval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  Impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  p<xts  of  a  size,  number, 
and  location  as  the  Administrator  may 
require. 

(ii)  Safe  access  to  each  port. 

(iii)  Instrumentation  to  monitor  and 
record  emission  data;  and 

(iv)  Any  other  sampling  and  testtog 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
with  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  woiic  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall  fur¬ 
nish  the  Administratm*  written  notifica¬ 
tion  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(li)  A  notification  of  the  actual  date  of 
initial  startup  of  the  source  within  15 
days  after  siich  date. 

(8)  Within  60  days  after  achieving 
the  maximiun  productimi  rate  at  which 
the  source  will  be  operated  but  not  later 
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than  180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
imder  operating  conditimis  approved  by 
the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(1)  Such  t^  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  tests. 

(ill)  The  owner  or  operator  of  the 
source  shall  provide  the  Administrator 
15  days  prior  notice  of  the  performance 
test  to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  present. 

(9)  Approval  to  construct  or  modify 
shall  not  be  required  for: 

(1)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  pollutants  re¬ 
corder.  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Fuel  burning  equipment  which 
uses  gas  as  a  fuel  for  space  heating,  air 
conditioning,  or  heating  water;  is  used 
in  a  private  dwelling;  or  has  a  heat  input 
of  not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/hr.). 

(iii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iv)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(10)  Approval  to  construct  or  modify 
a  soiuce  shall  not  relieve  any  owner  or 
operator  of  the  responsibility  to  comply 
with  any  local.  State,  or  Federal  regula¬ 
tion  which  is  of  the  applicable  plan. 

(d)  Regulation  for  review  of  new 
sources  and  modifications — stationary 
sources  subject  to  Chapter  9  of  the  New 
Jersey  Air  Pollution  Control  Code.  (1) 
This  requirement  is  applicable  to  any 
stationary  source  in  the  State  of  New 
Jersey  wMch  is  subject  to  review  imder 
Chapter  9  of  the  New  Jersey  Air  Pollu¬ 
tion  Control  Code,  the  construction  or 
modification  of  which  is  commenced 
after  the  effective  date  of  this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  iu>proval  from  the  Administrator 
of  the  location  of  the  source. 

(1)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(11)  A  separate  application  is  re¬ 
quired  for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Ea^  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  natiire  and  amount  of  emissions. 
Such  information  shall  be  sufficient  to 
enable  the  Administrator  to  make  any 
determination  piirsuant  to  subpara¬ 
graph  (3)  of  this  paragraph. 

(v)  Any  additional  Information, 
plans,  specifications,  evidence,  or  docu¬ 
mentation  that  the  Administrator  may 
require  shall  be  fiunished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 


ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  source  will  not  prevent 
or  interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
or  denial  of  the  application.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  diulng  the  construction,  work  is  sus¬ 
pended  for  1  year. 

(6)  Appro^^  to  construct  or  modify 
a  source  shall  not  relieve  any  person  of 
the  responsibility  to  comply  with  any 
local.  State,  or  F^eral  regulation  which 
is  part  of  the  applicable  plan. 

Subpart  KK — Ohio 

50.  Section  52.1874  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows; 

§  52.1874  Compliance  schedules. 

•  #  A  #  « 

(b)  Regulation  for  increments  of 
progress.  (1)  Except  as  provided  in  sub- 
paragraph  (2)  of  this  paragraph,  the 
owner  or  operator  of  any  stationary 
source  subject  to  AP-3-11,  AP-3-12,  or 
AP-3-14  of  the  Ohio  Air  Pollution  Con¬ 
trol  Board  shall,  no  later  than  Decem¬ 
ber  31, 1972,  submit  to  the  Administrator 
for  approval  a  proposed  compliance 
schedule  that  demonstrates  compliance 
with  the  applicable  regulations  as  ex¬ 
peditiously  as  practicable  but  no  later 
than  the  dates  specified  in  AP-3-11,  AP- 
3-12.  or  AP-3-14.  The  compliance  sched¬ 
ule  shall  provide  for  periodic  increments 
of  progress  towards  complismce.  The 
dat^  for  achievement  of  such  incre¬ 
ments  shall  be  specified.  Increments  of 
progress  shall  include,  but  not  be  limited 
to:  Letting  of  necessary  contracts  for 
construction  or  process  changes,  if  ap¬ 
plicable;  initiation  of  construction;  com¬ 
pletion  and  startup  of  control  system; 
performance  tests;  and  submittsd  of  per¬ 
formance  test  analysis  and  results. 

(2)  Where  any  such  owner  or  oper¬ 
ator  demonstrate  to  the  satisfaction  of 
the  Administrator  that  compliance  with 
the  applicable  regulations  will  be 
achieved  on  or  before  December  31,  1973, 
no  compliance  schedule  shall  be  required. 

(3)  Any  owner  or  operator  required 
to  submit  a  compliance  schedule  pur¬ 
suant  to  this  paragraph  shall,  within  5 
dsiys  after  the  deadliiie  for  each  incre¬ 
ment  of  progress,  certify  to  the  Adminis¬ 
trator  whether  or  not  the  required  in¬ 
crement  of  the  approved  compliance 
schedule  has  been  met. 

'Subpart  LL — Oklahoma 

51.  Section-51.1924  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  51.1924  Review  of  new  sources  and 
modifications:  Rules  and  regula¬ 
tions. 

•  ■  •  s  *  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  station^- 


ary  source  in  the  State  of  Oklahoma,  the 
construction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation  and  prior  to  January  1, 
1973. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  and  prior  to  Jan¬ 
uary  1,  1973,  without  first  obtaining  ap¬ 
proval  from  the  Administrator  of  the 
location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
oUier  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  supplication  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  informaticm,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and 
the  manner  m  which  it  will  be  oi)erated 
and  controlled. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Ad¬ 
ministrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State, 
and  Federal  regulation  which  is  part  of 
the  applicable  plan;  and 

(ii)  The  source  will  not  prevent  or 
interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  with¬ 
in  60  days  on  an  application  and  will 
notify  the  applicant  in  writing  of  his 
approval,  conditional  approval,  or  denial, 
liie  Administrator  will  set  forth  his  rea¬ 
sons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring 
the  source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  munber, 
and  location  as  the  Administrator  may 
require. 

.  (ii)  Safe  access  to  each  port. 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  be- 
g\m  within  2  years  from  the  date  of 
issuance,  or  if  diiring  the  construction, 
work  is  suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  30  days  prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  the  initial  startup  of  the  source  with¬ 
in  15  days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated,  but  not  later 
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than  180  days  after  Initial  startup  of 
such  source,  the  owner  or  operator  of 
such  source  shall  conduct  a  performance 
te8t(s)  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator,  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  tests. 

(iii)  The  owner  or  operator  of  a 
source  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test 
to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  present. 

(9)  Approval  to  construct  or  modify 
shall  not  be  required  for: 

(i)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  p<^utant  re¬ 
corder.  combustion  controller,  or  combus¬ 
tion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  a  fuel  for  space  heating,  air  cmdi- 
Uoning,  or  heating  water;  is  used  in  pri¬ 
vate  dwelling;  or  has  a  heat  input  of  not 
more  than  350,000  B.tu.  per  hour  (88.2 
million  gm-cal/hr.) . 

(iv)  Mobile  internal  combusticm  ^- 
glnes. 

(v)  Laboratory  equipment  used  exclu¬ 
sively  for  chemical  or  physical  analysis. 

(vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(10)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  (X)erator 
of  the  resp(Misibility  to  comply  with  all 
local.  State  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

Subpart  OO — Rhode  island 

52.  Section  52.2073  is  amended  by  add¬ 
ing  paragraph, (b),  as  follows: 

§  52.2073  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  Emission  data  ob¬ 
tained  fr(xn  owners  or  operators  of  sta¬ 
tionary  sources  pursuant  to  S  52.2075(b) 
will  be  correlate  with  applicable  emis- 
si(m  limitatiixis  and  other  control  meas¬ 
ures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the  Re¬ 
gional  Office  (Region  I) . 

53.  Section  52.2075  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2075  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  Hie  owner  or 
operator  of  any  stationary  source  in  the 
State  of  Rhode  Island  shall,  upon  notifi¬ 
cation  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emissions  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  is  in  compli¬ 


ance  with  applicable  emissioa  limitations 
or  other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  (m  forms  furnished  by  the  Ad¬ 
ministrator.  and  shall  be  submitted 
within  45  days  after  the  md  of  the  re¬ 
porting  period.  Repmting  periods  are 
January  1-June  30  and  July  1-Decem- 
ber  31,  except  that  the  initial  reporting 
poiod  shedl  commence  on  the  date  the 
Administrator  issues  notificattm  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  r^x>rt  is 
submitted. 

Subpart  PP — South  Carolina 

54.  Section  52.2123  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2123  General  requirements. 

•  •  •  '  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  S  52.2127(c)  will  be 
correlated  with  applicable  emission  limi¬ 
tations  and  other  contnd  measures  and 
will  be  available  to  the  public  during 
normal  business  hours  at  the  Regional 
Office  (Region  IV) . 

55.  Section  52.2125  is  amended  by  add¬ 
ing  paragrtq>fas  (d)  and  (e).  as  follows: 

§52.2125  Compliance  schedules. 

(d)  Compliance  schedule  for  pulp  and 
paper  manufacturing  plants.  (1)  Ebcc^t 
as  provided  in  subparagraph  (2)  of  this 
paratgrai^,  the  owner  or  operator  of  any 
pulp  and  paper  manuf  acttiring  plant  sub¬ 
ject  to  Stwdard  No.  5A,  section  n  of  the 
South  Carolina  Pollution  Control  Au¬ 
thority  Regulations  and  Standards  (Air) 
shall  comply  with  such  standard  on  or 
before  December  31,  1973. 

(1)  Any  owner  or  operator  in  c<»npll- 
ance  with  such  standard  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31. 1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  such  standard 
after  the  effe^ve  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  pulp 
and  paper  manufacturing  plant  subject 
to  subparagraph  41)  of  this  paragraph 
may.  no  later  than  December  31.  1972; 
subinlt  to  the  Administrator  for  approval 
a  pr<vo6ed  compliance  schedule  that 
demonstrates  compliance  with  Standard 
No.  5A,  section  n  as  expeditiously  as 
practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  dates  for 
achievement  of  such  Increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  letting  of 
necessary  contracts  for  construction  or 


process  changes,  if  applicable;  initiaticm 
of  construction:  completion  and  startup 
of  control  system;  performance  tests; 
and  submittal  of  performance  test  analy¬ 
sis  and  results. 

(3)  Any  owner  or  operator  adio  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

(e)  Regulation  for  increments  of 
progress.  (1)  Except  as  provided  in  sub- 
pargraphs  (2)  and  (3)  of  this  paragraph, 
the  owner  or  operator  of  any  stationary 
source  subject  to  Standard  No.  2A,  sec¬ 
tion  n  or  Regulation  No.  4A  of  the  Itouth 
Carolina  Pollution  Control  Authority 
Regulations  and  Standards  (Air)  shall, 
no  later  than  December  31.  1972,  submit 
to  the  Administrator  for  approval  a  pro¬ 
posed  compliance  schedule  that  demon¬ 
strates  compliance  with  the  applicable 
regulations  as  expeditiously  as  practica¬ 
ble  but  no  later  than  the  dates  specified 
for  compliance  in  such  regulations. 
These  compliance  schedules  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  construction  or 
process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  system;  performance 
tests ;  and  submittal  of  pertormance  test 
analysis  and  results. 

(2)  Where  any  such  owner  or  opera¬ 
tor  demonstrates  to  the  satisfaction  of 
the  Administrator  that  compliance  with 
the  applicable  regulations  will  be 
achieved  on  or  before  December  31, 1973, 
no  compliance  schedule  shall  be 
required. 

(3)  Any  owner  or  operator  shall  not 
be  required  to  submit  a  compliance 
schedule  piusuant  to  this  paragraph 
where  the  date  for  compliance  specified 
in  Regulation  No.  4A  or  Standard  No. 
2A,  section  n  of  the  South  Carolina  Pol¬ 
lution  Control  Authority  Regulations 
and  Standards  (Air)  is  prior  to  Decem¬ 
ber  31,  1973. 

(4)  Any  owner  or  operator  required 
to  submit  a  compliance  schedule  pursu¬ 
ant  to  this  paragraph  shall,  within  5 
days  after  the  deadline  for  each  incre¬ 
ment  of  progress,  certify  to  the  Admin¬ 
istrator  whether  or  not  the  required 
increment  of  the  approved  compliance 
schedule  has  been  met. 

56.  Section  52.2126  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.2126  Review  of  new  Mmrces  and 

modificationa. 

•  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  subject  to  review  under  Regula¬ 
tion  No.  lA  of  the  South  Carolina  Pol¬ 
lution  Control  Authority  R^ulations 
and  Standards  (Air) ,  the  construction  or 
modification  of  which  is  commenced 
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after  the  effective  date  of  this 
regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  of  such  source. 

(1)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
fiumlshed  by  the  Administrator  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(11)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amount  of  emis¬ 
sions.  Such  information  shall  be  suf¬ 
ficient  to  enable  the  Administrator  to 
make  any  determination  pursuant  to 
subparagraph  (3)  of  this  paragraph. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Adminis¬ 
trator  that  the  source  will  not  prevent 
or  interfere  with  attainment  or  mainte¬ 
nance  of  the  national  standards  for  par¬ 
ticulate.  matter. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  n^i- 
fy  the  applicant  in  writing  of  his  ap¬ 
proval,  conditional  approval,  or  denial  of 
the  application.  The  Administrator  will 
set  forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  frcxn  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator  of 
the  responsibility  to  comply  with  any 
local.  State,  or  Federal  regulation  which 
is  part  of  the  applicable  plan. 

57.  Section  52.2127  is  amended  by 
adding  paragraph  (c),  as  follows: 

§  52^127  Source  surveillance. 

•  •  •  •  • 

(c)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  South 
CTarolina  shall,  upon  notification  from 
the  Administrator,  maintain  records  of 
the  nature  and  amounts  of  emissions 
from  such  source  and/or  any  other  in¬ 
formation  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  tqjpllcable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarised  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  t^e  re¬ 
porting  period.  Reporting  periods  are 
January  l-Jime  30  and  July  T-Decem- 
ber  31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 


(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Information  recorded  by  .the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

Subpart  RR — Tennessee 

58.  Section  52.2223  is  amended  by  add¬ 
ing  paragraph  (h) ,  as  follows: 

§  52.2223  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  Knox, 
Hamilton,  or  Davidson  Counties  in  the 
State  of  Tennessee  shall,  upon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emissions  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  is  in  compli¬ 
ance  with  aiHJlicable  emission  limitations 
or  other  control  measures. 

(2)  The  Information  recorded  shall  be 
k\unmarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-June  30  and  July -1-Decem- 
ber  31,  except  that  the  initial  r^rting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Informatl<m  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  <^rators  of  stationary  sources  will 
be  correlated  with  applicable  emlssitm 
limitations  and  other  control  measures 
and  will  be  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  IV) . 

59.  Section  52.2225  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d),  as  follows: 

§  52.2225  Control  strategy:  Nitrogen  di¬ 
oxide  and  photochemical  oxidants. 

•  •  •  •  • 

(c)  Regulation  for  the  control  of 
nitrogen  oxides  emissions.  (1)  No  owner 
or  operator  of  any  stationary  source  in 
the  Tennessee  portion  of  the  Metropoli¬ 
tan  Memphis  Interstate  Region  (9  81.44 
of  this  chapter)  shall  discharge  or  catise 
the  discharge  of  nitrogen  oxides  (ex¬ 
pressed  as  nitrogen  dioxide)  into  the 
atmosphere  in  excess  of : 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250  mil- 
li<m  B.t.u.  per  hour  heat  input. 


(il)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fud  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input . 

(lii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  biunlng  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proratlon. 
Compliance  shall  be  determined  by  using 
the  following  formula: 

_ x(o.ao)4-y(oao) 

x+y 

Where: 

X  la  the  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuMs. 

y  Is  the  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

2  Is  the  allowable  emissions  in  pounds  per 
million  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or  liq¬ 
uid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  this 
paragraph  shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shidl  be  in  accordance  with  the  provisions 
of  9  52.2226(c) . 

(4)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this  par¬ 
agraph  shall  be  Method  7  in  the  appendix 
to  Part  60  of  this  chapter. 

(d)  Regulation  for  control  of  hydro¬ 
carbon  emissions.  (1)  The  requirements 
of  this  i>aragraph  are  applicable  in  the 
Tennessee  portion  of  the  Metropolitan 
Memphis  Interstate  Region  (9  81.44  of 
this  chapter) . 

(2)  No  person  shall  place,  store,  or 
hold  in  any  stationary  tank,  reservoir,  or 
other  container  of  more  than  40,000  gal¬ 
lons  (150,000  liters)  capacity  any  vola¬ 
tile  organic  compounds  unless  such  tank, 
reservoir,  or  other  container  is  a  pres¬ 
sure  tank  which  maintains  working  pres¬ 
sures  sixfficient  at  all  times  to  prevoit 
vapor  or  gas  loss  to  the  atmosphere  or  is 
designed  and  equipped  with  one  of  the 
following  vapor  loss  control  devices: 

(i)  A  fioating  roof,  consisting  of  a  pon¬ 
toon  type,  double  dedc  type  roof  or  in¬ 
ternal  fioating  cover  which  rests  (m  the 
surface  of  the  liquid  contents  and  is 
equipped  with  a  closure  and  seal  or  seeds 
to  close  the  space  between  the  roof  edge 
and  tank  wall.  This  control  equipment 
shall  not  be  permitted  if  the  volatile  or¬ 
ganic  compoimds  have  a  vapor  pressure 
of  11  pounds  per  square  inch  absolute 
(568  mm.  Hg.)  or  greater  under  actual 
storage  conditions.  All  tank  gauging  or 
sampling  derices  ^all  be  gas-tight  ex¬ 
cept  when  tank  gauging  or  sampling  is 
taking  place. 

(ii)  A  vapor  recovery  system,  consist¬ 
ing  of  a  vapor  gathering  system  which 
collects  the  volatile  organic  compounds 
vapors  and  gases  discharged,  and  a  vapor 
disposal  system  which  processes  such 
volatile  organic  vapors  and  gases  and  pre¬ 
vents  their  emission  to  the  atmosphere. 

(ill)  Other  equipment  for  or  means  of 
air  pollution  control  which  the  Admin¬ 
istrator  approves  as  equivalent  to  the 
systems  described  in  subdivisions  (1)  and 
(il)  of  this  subparagraph. 

(3)  No  person  shall  place,  store,  or  h(dd 
in  any  stationary  storage  vessel  of  more 
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than  250  gallcxis  (950  liters)  capacity  any 
volatile  organic  compound  unless  such 
vessel  is  equipped  with  a  permanent  sub¬ 
merged  fill  pipe  or  is  a  pressure  tank  as 
described  in  subparagraph  (2)  (i)  of  this 
paragraph  or  is  fitted  with  a  vapor  recov¬ 
ery  system  as-  described  in  subparagraph 
(2)  (ii)  of  this  paragraph. 

(4)  Any  perscm  loading  greater  than 
20,000  gallons  (75,700  liters)  per  day  of 
any  volatile  organic  compound  into  any 
tank,  truck,  or  trailer  from  any  loading 
facility  shall  have  such  loading  facility 
equipped  with  a  vapor  collection  and  dis¬ 
posal  systwn  or  its  equivalent,  properly 
installed,  in  good  working  order,  and  in 
operation. 

(5)  Any  person  loading  greater  than 
20,000  gallons  (75,700  liters)  per  day  of 
any  volatile  organic  compound  into  any 
tank,  truck,  or  trailer  from  any  loading 
facility  shall  have  such  loading  facility 
equipped  with  a  loading  arm  with  a  vapor 
collection  adaptor,  pneumatic,  hydraulic, 
or  other  mechanical  means  to  force  a 
vapor-tight  seal  between  the  adaptor  and 
the  hatch.  A  means  shall  be  provided  to 
prevent  liquid  organic  compounds  drain¬ 
age  from  the  loading  device  when  it  is 
removed  from  the  hatch  of  any  tank, 
truck,  or  trailer,  or  to  accomplish  com¬ 
plete  drainage  before  such  removal. 
When  loading  is  effected  through  means 
other  than  hatches,  all  loading  and  vapor 
lines  shall  be  equipped  with  fittings  which 
make  vapor-tight  connections  and  which 
close  automatically  when  disconnected. 

(6)  No  person  shall  use  any  compart¬ 
ment  or  any  single  or  multiple  compart¬ 
ment  volatile  organic  compoimd  water 
separator  which  receives  effluent  water 
containing  200  gallons  (760  liters)  or 
more  per  day  of  any  volatile  organic  com¬ 
pound  from  any  equipment  processing, 
refining,  treating,  storing,  or  handling 
volatile  organic  compoimds  c(msisting  of 
kerosene  or  more  volatile  organic  mate- 
klals  unless  such  ccMnpartment  is 
equipped  with  one  of  the  following 
vapor  loss  control  devices,  properly  in¬ 
stalled,  in  good  working  o^er,  and  in 
operatirai : 

(i)  A  container  having  all  openings 
sealed  and  totally  enclosing  the  liquid 
contents.  All  gauging  and  sampling 
devices  shall  be  gas-tight  except  when 
gauging  or  sampling  is  taking  place. 

(ii)  A  container  equipped  with  a  float¬ 
ing  roof,  consisting  of  a  rK>ntoon  type, 
double  deck  tjrpe  roof,  or  internal  floating 
cover,  which  rests  on  the  surface  of  the 
contents  and  is  equipped  with  a  closure 
seal  or  seals  to  close  the  space  between 
the  roof  edge  and  container  wall.  All 
gauging  and  sampling  devices  shall  be 
gras-tight  except  whoi  gauging  or  sam¬ 
pling  is  taking  place. 

(iii)  A  container  equipped  with  a 
vapor  recovery  system  consisting  of  a 
vapor  gathering  system  which  collects 
the  organic  vapors  and  gases  discharged 
and  a  vapor  disposal  system  which  proc¬ 
esses  such  organic  vapors  and  gases  so  as 
to  prevent  their  emissicm  to  the  atmos¬ 
phere.  All  container  gauging  and  sam¬ 
pling  devices  shall  be  gas-tight  except 
when  gauging  or  sampling  is  taking 
place. 


(iv)  A  container  having  other  equip¬ 
ment  which  the  Administrator  approves. 

(7)  No  person  shall  use  any  pump  or 
compressor  for  handling  vcdatile  organic 
compounds  unless  such  pump  or  com¬ 
pressor  has  mechanical  seals,  or  other 
equipment  approved  by  the  Administra¬ 
tor. 

(8)  No  person  shall  emit  or  cause  the 
emission  of  more  than  15  poimds  (6.8 
kg.)  of  ethylene  gas  into  the  atmosiriiere 
per  day  (24  hours)  from  any  ethylene 
producing  plant  or  other  ethylene  emis¬ 
sion  source  unless  the  waste  gas  stream 
is  properly  burned  at  1,300"  F.  (704'  C.) 
for  0.3  second  or  greater  in  a  direct-flame 
afterburner  or  a  device  approved  by  the 
Administrator  as  being  equally  effective. 
This  subparagraph  shall  not  apply  to 
emergency  relief  and  vapor  blowdown 
systems. 

(9)  No  person  shall  emit  or  cause  the 
emission  of  organic  gases  from  a  vapor 
blowdown  system  or  emergency  relief  im- 
less  such  gases  are  burned  by  smokeless 
flares  or  some  other  control  device  ap¬ 
proved  by  the  Administrator. 

(10)  No  person  shall  cause  or  permit 
the  emission  into  the  atmosphere  of  more 
than  3  poimds  (1.3  kg.)  of  organic  mate¬ 
rials  in  any  one  hour  and  15  poimds  (6.8 
kg.)  in  any  one  day  (24  hours)  from  any 
article,  machine,  or  equipment  unless  all 
organic  materials  e^tted  fnmi  such 
article,  machine,  or  equipmrat  are  re¬ 
duced  at  least  85  percent  from  emissions 
before  the  application  of  smy  control 
equipment  or  process. 

(i)  The  aggregate  emissions  of  organic 
materials  into  the  atmosphere  from  any 
series  of  articles,  machines,  or  equipment 
designed  for  processing  a  continuously 
moving  sheet,  web,  strip,  or  wire  by  a 
combination  of  operations  shall  comply 
with  the  requirements  of  this  subpara- 
grmih. 

(11)  Emissions  of  organic  materials 
into  the  atmosphere  which  result  from 
the  cleaning  of  any  article,  machine,  or 
equipment  with  organic  solvents  shall  be 
included  with  the  other  emissions  of  or¬ 
ganic  material  from  such  article,  ma¬ 
chine,  or  equipment,  in  determining  com¬ 
pliance  with  this  subparagraph. 

(iii)  Emissions  of  organic  materials 
into  the  atmosphere  which  result  from 
the  spontaneous  drying  of  products  after 
their  removal  from  any  article,  machine, 
or  equipment  shall  be  included  with  other 
emissions  of  organic  materials  from  such 
article,  machine,  or  equipment  in  deter¬ 
mining  compliance  with  this  subpara- 
griq?h. 

(iv)  Each  person  subject  to  this  sub- 
paragraph  shall  install  and  operate,  and 
maintain  in  calibration  and  good  work¬ 
ing  order  devices  q}ecifled  by  the  Admin¬ 
istrator  for  indicating  temperatures, 
pressures,  rates  of  flow,  or  other  operat¬ 
ing  conditions  necessary  to  determine  the 
degree  and  effectiveness  of  air  pollution 
control. 

(v)  Any  person  using  organic  solvents 
or  any  substances  containing  organic  sol¬ 
vents  in  any  article,  machine,  or  equip¬ 
ment  shall  supply  the  Administrator, 
upon  request  and  in  the  manner  and 
form  prescribed  by  him,  written  evidence 


of  the  chemical  composition,  physical 
properties,  and  amount  consumed  of 
each  organic  solvent  used. 

(Vi)  The  provisions  of  this  subpara¬ 
graph  shall  not  apply  to; 

(a)  ITie  manufacture  of  organic  sol¬ 
vents. 

(b)  The  spraying  or  other  employment 
of  insecticides,  pesticides,  or  herbicides. 

(c)  Industrial  surface  coating  opera¬ 
tions  when  the  coating’s  solvent  makeup 
is  water-based  and  does  not  exceed  20 
percent  of  organic  materials  by  volume. 

(d)  The  following  organic  solvents: 
Ilalogenated  saturated  hydrocarbons, 
perchloroethylene,  benzene,  acetone,  Ci- 
C's  n-para£Bns,  cyclohexanone,  ethyl  ace¬ 
tate,  diethylamine,  isobutyl  acetate,  iso¬ 
propyl  alcohol,  methyl  benzoate,  2-nitro- 
propane,  phenyl  acetate  and  triethyl- 
amlne,  and  any  other  organic  solvents 
that  have  been  determined  by  the  Ad¬ 
ministrator  to  be  photochemically  unre¬ 
active  in  the  formation  of  oxidants. 

(11)  For  the  pmposes  of  this  subpara¬ 
graph: 

(1)  Orgtmic  materials  are  defined  as 
chemical  compounds  of  carbon,  exclud¬ 
ing  carbon  monoxide,  carbon  dioxide, 
carbonic  acid,  metallic  carbides,  metallic 
carbonates,  and  ammonium  carbonate; 

(11)  Organic  solvents  are  defined  as 
organic  materials  which  are  liquids  at 
standard  conditions,  and  include  dilu¬ 
ents,  which  are  used  as  dissolvers,  vis¬ 
cosity  reducers,  and  cleaning  agents. 

(iii)  Volatile  organic  compounds  are 
defined  as  any  compound  containing 
carbon  and  hydrogen  or  containing  car¬ 
bon  and  hydrogen  in  combinaticoi  with 
any  other  element  which  has  a  vapor 
pressure  of  1.5  pounds  per  square  inch 
absolute  or  greater  under  actual  condi¬ 
tions  of  storage  or  use. 

(12)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  provisions  of 
S  52.2226(c). 

60.  Section  52.2226  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d) ,  as  follows: 

§  52.2226  Compliance  schedules. 

•  •  •  •  • 

(c)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  staticxiary  source  subject  to 
§  52.2225  (c)  or  (d)  or  9  52.2229(b)  shall 
comply  with  such  regulation  on  or  before 
December  31,  1973: 

(1)  Any  owner  or  operator  in  ccmipli- 
ance  with  9  52.2225  (c)  or  (d)  or 
9  52.2229(b)  on  the  effective  date  of  this 
regulation  shall  certify  such  compliance 
to  the  Administrator  no  later  than  De¬ 
cember  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  cmnpliance  with  9  52.2225  (c)  or 
(4)  or  9  52.2229(b)  after  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  within 
5  days  of  the  date  compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates 
compliance  with  9  52.2225  (c)  or  (d)  or 
9  52.2229(b)  as  expeditiously  as  practica- 
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ble  but  no  later  than  July  31.  1975.  The 
cranpliance  schedule  shall  provide  for 
periodic  increments  of  progress  towards 
cmnpliance.  The  dates  for  achievement  of 
such  increments  shall  be  specified.  In¬ 
crements  of  progress  shall  include,  but 
not  be  limited  to;  Letting  of  necessary 
ccmtracts  for  construction  or  process 
changes,  if  applicable;  Initiation  of  con¬ 
struction;  completion  and  startup  of 
control  system;  performance  tests;  and 
submittal  of  performance  test  analysis 
and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 
the  approved  compliance  schedule  has 
been  met. 

(d)  Regulation  for  increments  of  prog¬ 
ress.  (1)  Except  as  provided  in  subpara¬ 
graph  (2)  of  this  paragraph,  the  owner 
or  operator  of  dny  fuel-burning  source 
larger  than  4,000  million  B.t.u.  heat  in¬ 
put  per  hour,  any  incinerator,  any  source 
of  sulfur  oxides,  or  any  sulfuric  acid 
plant  subject  to  chapter  VI,  section  2A, 
2C,  or  4B  or  chapter  Vn,  section  6B  or 
7(1)  of  the  Tennessee  Air  Pollution  Cm- 
trol  Regulations  or  subject  to  secticm 
3-22  of  the  Memphis-Shelby  County  Air 
Pollution  Control  Regulations  shall,  no 
later  than  December  31,  1972,  submit  to 
the  Administrator  for  approval  a  pro¬ 
posed  compliance  schedule  that  demon¬ 
strates  compliance  with  the  applicable 
regulations  as  expeditiously  as  practica- 
blie  but  no  later  than  July  31,  1975.  The 
compliance  schedule  shall  provide  for 
periodic  increments  of  progress  towards 
compliance.  ITie  dates  for  achievement 
of  such  increments  shall  be  specified.  In¬ 
crements  of  progress  shall  include,  but 
not  be  limited  to:  Letting  of  necessary 
contracts  for  construction  or  process 
changes,  if  applicable;  initlati(m  of  con¬ 
struction  ;  cmnpletion  and  startup  of 
control  ssrstem;  performance  tests;  and 
submittal  of  performance  test  analysis 
and  results. 

(2)  Where  any  such  owner  or  operator 
demonstrates  to  the  satisfaction  of  the 
Administrator  that  compliance  with  the 
applicable  regulations  will  be  achieved 
on  or  before  December  31,  1973,  no  com¬ 
pliance  schedule  shall  be  required. 

(3)  Any  owner  or  operator  required  to 
submit  a  (x>mpllance  schedule  pmeuant 
to  this  paragraph  shall,  within  5  days 
after  the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  Increment  of 
the  approved  compliance  schedule  has 
been  met. 

61.  Section  52.2228  is  amended  by  add¬ 
ing  pcutkgraph  (b),  as  follows: 

§  52.2228  Review  of  new  sources  and 

modifications. 

•  •  •  •  • 

(b)  Regulations  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  Stote  of  Tennessee,  exclud¬ 
ing  Hamilton  County,  the  construction 


or  modification  of  which  is  commenced 
after  l^e  effective  date  of  this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  soiux^e. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  precribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amoimt  of  emissions,  and  the 
manner  in  which  it  will  be  operated  and 
controlled. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  fiumlshed  upon  request. 

(3)  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Adminis¬ 
trator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State,  or 
Federal  regulation  which  is  part  of  the 
applicable  plan;  and 

(il)  The  source  will  not  prevent  or 
interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the  ap¬ 
plication.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  Including  conditions  requiring 
the  source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  niunber, 
and  location  as  the  Administrator  may 
require, 

(li)  Safe  access  to  each  port, 

(iii)  Instnimentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  ccmstruction  is  not  begim 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  noti- 
ficatlcm  as  follows: 

(i)  A  notlficatimi  of  the  anticipated 
date  of  initial  startup  of  a  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(li)  A  notification  of  the  actual  date 
of  initial  startup  of  a  source  within  15 
days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later  than 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 


source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  conditions  aivroved  by 
the  Adzoinistrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(iii)  The  owner  or  operator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  ot  the  performance  test  to 
afford  the  Administrator  the  opportunity 
to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not  be 
required  for: 

(1)  The  installaticm  or  alteration  of 
an  air  pollutant  detector,  air  pollutants 
recorder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  biuming  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heati^  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  horn* 
(88.2  million  gm-cal/hr.) . 

(iv)  Mobile  internal  combustlcm  en¬ 
gines. 

(V)  Laboratory  equipment  iised  exclu¬ 
sively  for  chemical  or  physical  analyses. 

(Vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(10)  Am>roval  to  construct  shall  not 
relieve  any  owner  or  operator  of  the  re¬ 
sponsibility  to  comply  with  all  local. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

62.  Sectiem  52.2229  is  amended  by  add¬ 
ing  paragraph  (b),  as  f<dlows: 

§  52.2229  Rules  and  regulations. 

•  •  •  •  s 

Cb)  Regulation  for  control  of  nitrogen 
oxides:  nitric  acid  plants.  (1)  No  owner 
or  operator  of  any  nitric  acid  plant  in  the 
Tennessee  portion  of  the  Chattanooga 
Interstate  Region  (S  81.42  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  nitrogen  oxides  (expressed  as 
nitrogen  dioxide)  into  the  atmosphere  in 
excess  of  5.5  lbs.  per  ton  (2.8  kg/metric 
ton)  of  100  percent  acid  produced. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provisions 
of  S  52.2226(c). 

.  (3)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the  Ap¬ 
pendix  to  Part  60  of  this  chapter. 

Subpart  SS — Texas 

63.  Section  52.2274  is  amended  by  add¬ 
ing  paragraph  (b),  as  f(dlows: 

§  52.2274  General  requirements. 

*  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  9  52.2277(b)  will  be 
correlated  with  applicable  emission 
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limitations  and  other  control  measures 
and  will  be  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  VI) . 

64.  Sectixm  52.2275  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.2275  Contrcd  strategy:  Photochem¬ 
ical  oxidants  (hydrocarbons). 

•  •  «  •  • 

(b)  Reoulation  for  control  hydrocar¬ 
bon  emissions.  (1)  The  requirements  of 
this  paragraph  shall  apply  in  the  Corpus 
Christi-Victoria.  Intrastate  Region, 
(8  81.136  of  this  chapter)  excluding 
Nueces  County,  and  in  the  Metropolitan 
Houston-Qalveston  Intrastate  Region 
(8  81.38  of  this  chapter)  excluding  Harris 
and  Galveston  Counties. 

(2)  No  perstm  shall  place,  store,  or 
hold  in  any  stationary  tank,  reservoir, 
or  other  container,  except  crude  oil  and 
condensate  storage  containers,  of  more 
than  50,000  gallons  (190,000  liters)  ca¬ 
pacity  any  volatile  organic  compounds 
unless  such  tank,  reservoir,  or  other  con¬ 
tainer  is  a  pressure  tank  which  main¬ 
tains  working  pressures  sufficient  at  all 
times  to  prevent  vapor  or  gas  loss  to  the 
atmosphere,  or  is  designed  and  equipped 
with  one  of  the  following  vapor  loss  con¬ 
trol  devices: 

(i)  A  floating  roof ,  c(Hisisting  of  a  pon¬ 
toon  type,  double  deck  type  roof,  (h*  in¬ 
ternal  floating  cover  which  rests  on  the 
surface  of  the  liquid  contents  and  is 
equlpp^  with  a  closiuc  seal  or  seals  to 
close  the  space  between  the  roof  edge 
and  tank  wall.  This  contnd  equipment 
shall  not  be  permitted  if  the  volatile  or¬ 
ganic  compounds  have  a  vapor  pressure 
of  11  pounds  per  square  inch  absolute 
(568  mm.  Hg.)  or  greater  under  actual 
storage  conditions.  All  tank  gauging  and 
sampling  devices  shall  be  gas-tight  ex¬ 
cept  when  gaiigtng  or  sampling  is  taking 
place. 

(11)  A  vapor  recovery  system  consist¬ 
ing  of  a  vapor  gatherliu:  system  which 
collects  the  volatile  organic  compound 
vapors  and  gases  discharged  or  a  viq>or 
difliTosal  system  which  processes  ouch 
volatile  organic  vapors  and  gases  so  as 
to  prevent  their  emission  to  the  atmos¬ 
phere.  All  tank  gauging  and  sampling 
devices  shall  be  gas-tight  except  when 
gauging  or  sampling  is  taking  place. 

(Ui)  Other  equipment  or  means  of  air 
pollution  control  which  the  Administra¬ 
tor  approves  as  equivalent  to  the  sys¬ 
tems  described  in  subdivisions  (i)  and 

(ii)  of  this  subparagraph. 

(3)  No  person  shall  place,  store,  or 
hold  in  any  new  stationary  storage  ves¬ 
sel  of  more  than  1,000  gallons  (3,800 
liters)  capacity  any  volatile  organic 
compound  imless  such  vess^  is  equipped 
with  a  permanent  submerged  All  pipe  or 
is  a  pressure  tank  as  described  in  sub- 
paragraph  (2)(i)  of  this  paragraph  or 
is  fitted  with  a  vapor  recovery  system  as 
described  in  subparagrai^  (2)(ii)  of 
this  paragraph. 

(4)  Any  person  loading  greater  than 
20,000  gallons  (76,000  liters)  per  day 
(24  hours)  of  any  volatile  organic  com¬ 


pound  into  any  tank,  truck,  or  trailer 
from  any  loading  facing  shall  have  such 
loading  facility  equipped  with  a  vapor 
coUection  and  disposal  system  or  its 
equivalent,  proper^  installed,  in  good 
working  order,  and  in  operation.  The 
requirement  of  this  sulwaragraph  shall 
not  apply  to  locuiing  facilities  for  ships, 
btuges,  and  crude  oil. 

(5)  Any  person  loading  greater  than 
20,000  gallons  (76,000  lit«^)  per  day 
(24  hours)  of  any  volatile  organic  com¬ 
pound  into  any  tank,  truck,  or  trailer 
from  any  loading  facility  shall  have  such 
loading  facility  equipped  with  a  loading 
arm  with  a  vapor  collection  adaptor, 
pneumatic,  hydraulic,  or  other  mechaid- 
cal  means  to  force  a  vapor-tight  seal 
between  the  adaptor  and  the  hatch.  A 
means  shall  be  provided  to  prevent  liqtiid 
organic  compounds  drainage  from  the 
loading  device  when  it  is  removed  from 
the  hatch  of  any  tank,  truck,  or  trailer,  or 
to  accomplish  complete  drainage  before 
such  removal.  When  loading  is  effected 
through  means  other  than  hatches,  all 
locuiing  and  vapor  lines  shall  be  equipped 
with  fittings  which  make  vapor-tight 
connections  and  which  close  automati¬ 
cally  when  disconnected.  The  require¬ 
ments  of  this  pcuagnuTh  shall  not  cq)ply 
to  loading  facilities  for  ships,  barges, 
and  crude  oil. 

(6)  No  person  shall  use  any  compcut- 
ment  of  any  single  or  multiple  compart¬ 
ment  volatile  organic  conmoimd  water 
separator,  except  such  separators  used 
exclusively  in  conjunction  with  the  pro¬ 
duction  of  crude  (dl,  which  receives  200 
gallons  (760  liters)  a  day  (24  hours)  or 
more  of  any  volatile  organic  compounds 
from  any  equipment  processing,  refining, 
treating,  storing,  or  handling  volatile 
organic  compounds  having  a  Reid  vtipor 
pressiue  of  0.5  pound  or  greater,  unless 
such  compartment  is  equiimed  with  one 
of  the  following  vapor  loss  control  de¬ 
vices,  properly  installed,  in  good  work¬ 
ing  order,  and  in  operation: 

(i)  A  container  having  all  openings 
sealed  and  totally  enclosing  the  liquid 
contents.  All  gauging  and  sampling  de¬ 
vices  shall  be  gas-tight  except  when 
gauging  and  sampling  is  taking  place. 

(ii)  A  container  equipped  with  float¬ 
ing  roof  consisting  of  a  pontoon  tsrpe, 
double  deck  type  roof,  or  internal  float¬ 
ing  cover,  whi(di  rests  on  the  surface  of 
the  contents  and  is  equipped  with  a  clos¬ 
ure  seal  or  seals  to  close  the  space  be¬ 
tween  the  roof  edge  and  contalmr  wall. 
All  guaging  and  sampling  devices  xhxii 
be  gas-tight  except  when  gauging  or 
sampling  is  taking  iriace. 

(iU)  A  container  equipped  with  a 
vapor  recovery  system  consisting  of  a 
vapor  gathering  system  which  collects 
the  volatile  organic  ccnnpound  vapors  and 
gases  discharged  and  a  vapor  disposal 
system  which  processes  such  volatile  or¬ 
ganic  compound  vapors  and  gases  so  as 
to  prevent  their  emission  to  the  atmos¬ 
phere.  All  tank  gauging  and  sampling 
devices  shall  be  gas-tight  except  when 
gauging  or  sampling  is  taken  place. 

(iv)  A  container  having  other  equip¬ 
ment  which  the  Administrator  approves. 


(7)  No  persmi  shall  emit  or  cause  the 
emission  of  a  waste  gas  stream  from 
any  ethylene  producing  plant  into  the 
atmosphere  under  normal  operating 
conditions  unless  the  waste  gas  stream 
is  burned  properly  at  a  temperature 
equal  to  or  greater  than  1,300*  F.  (70*  C.) 
in  a  smokeless  flare  or  a  direct-flame 
incinerator. 

(8)  No  person  shall  emit  or  cause  the 
emission  of  a  waste  gas  stream  from 
any  catalyst  regeneration  of  a  petroleum 
cracking  system,  basic  oxygen  furnace, 
or  fluid-cotog  v^t  into  the  atmosphere 
unless  the  waste  gas  stream  is  properly 
burned  at  a  temperature  equal  to  or 
greater  than  1,300*  F.  (704*  C.)  in  a 
direct-flame  incinerator  or  boiler. 

(9)  No  person  shall  emit  or  cause  the 
emission  of  a  waste  gas  stream  from  any 
Iron  cupola  into  the  atmosphere  unless 
the  gas  stream  is  properly  burned  at  a 
temperature  equal  to  or  greater  than 
1,300*  F.  (704*  C.)  in  an  afterburner 
having  a  retension  time  of  at  least  one 
fourth  of  a  second,  having  a  steady  flame 
that  is  not  effected  by  the  cupola 
charge,  and  relights  automatically  if 
extingiilshed. 

(10)  Waste  gas  streams  from  Mast 
furnaces  shall  be  burned  in  a  fiumace 
through  the  tuyeres; 

(1)  For  steam  generation; 

(11)  For  the  heating  of  soaking  pits; 

(iii)  For  the  underfiring  of  coke  ovens; 

(iv)  For  other  mlscellaneo\is  uses. 

(11)  Compliance  with  this  paragraph 

shall  be  in  accordance  with  the  provi¬ 
sions  of  8  52.2281(a). 

65.  Section  52.2276  is  amended  by 
adding  paragraph  (c),  as  follows: 

§  52.2276  (x>ntrol  strategy  and  regula¬ 
tions:  Nitrogen  oxides. 

(c)  Regulation  for  control  of  nitro¬ 
gen  oxides  emissions.  (1)  The  require¬ 
ments  of  this  paragraph  apply  in  the 
Corpus  Christi-Victoria  Intrastate  Re¬ 
gion  (8  81.136  of  this  chapter),  the 
Metropolitan  Houston-Oalveston  Intra¬ 
state  Region  (8  81.38  of  this  chapter), 
and  the  Metropolitan  Dallas-Fort  Worth 
Intrastate  Re^on  *(8  81.39  of  this  chap¬ 
ter),  except  that  subparagraph  (2)(iv) 
of  this  paragraph  shall  apply  only  in 
the  Metropolitan  Dallas-Fort  Worth  In¬ 
trastate  Region  (8  81.39  of  this  chapter) . 

(2)  No  owner  or  operator  of  any  sta¬ 
tionary  source  shall  discharge  or  cause 
the  discharge  of  nitrogen  oxides  (ex¬ 
pressed  as  nitrogen  dioxide)  into  the  at¬ 
mosphere  in  excess  of: 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-flred  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  millimi  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-flred  fuel  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  biuned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  horn: 
heat  input  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proratlon. 
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Compliance  be  determined  using 

the  following  formula: 

__  x(^)+»(.80) 

* - i+S 

Where: 

X  U  the  percent  of  total  heat  Input  derived 
from  gaseous  foeeU  fuels, 
y  Is  the  percent  of  total  heat  ii^>ut  derived 
from  liquid  fossil  fuels, 
s  Is  the  allowable  emissions  in  pounds  per 
mllUon  B.t.u. 

(iv)  5.5  lb.  per  ton  (2.8  kg./metric  ton) 
of  100  percent  acid  produced  from  nitric 
acid  plants. 

(3)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  shall  not  apply. 

(4)  Compliance  with  this  paragrmih 
shall  be  in  accordance  with  the  provisions 
of  I  52.2281(a) . 

(5)  The  stack  sampling  test  mettuxi 
applicable  to  a  source  subject  to  this 
paragraph  shall  be  Method  7  in  the  ap- 
poidix  to  Part  60  of  this  chapter. 

66.  Section  52.2277  is  amended  by  add¬ 
ing  paragnq}h  (b)  as  follows: 

§  52.2277  Source  rarveillanoe. 

•  •  G  G  G 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
State  of  Texas  shall,  upon  notification 
fnxn  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amoimts  Ol  emis- 
sUms  from  such  source  and/or  any  other 
informaticm  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  emission  limitations  or  other  control 
measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted  with¬ 
in  45  days  after  the  end  of  the  report¬ 
ing  peri(xl.  Reporting  periods  are  Jan¬ 
uary  l-June  30  and  July  1-December  31, 
except  that  the  initial  reporting  period 
shall  commence  on  the  date  the  Admin¬ 
istrator  issues  notification  of  the  record¬ 
keeping  requirements. 

(3)  Znformati(m  recorded  by  the  own«: 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Administra¬ 
tor  shall  be  retained  by  the  owner  or  op¬ 
erator  for  2  years  after  the  date  on  which 
the  pertinent  report  is  submitted. 

67.  Subpart  88  is  amended  by  adding 
9  52.2281  as  foUows: 

§  52.2281  Compliance  schedules. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
9  52.2275(b)  or  9  52.2276(c)  shall  comply 
with  such  regulation  on  cn*  before  De¬ 
cember  31,  1973. 

(i)  Any  owner  or  operator  in  compli¬ 
ance  with  9  52.2275(b)  or  9  52.2276(c)  on 
the  effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Admin  - 
Istrator  no  later  than  December  31, 1972. 


(il)  Any  owner  or  (verator  uftko 
achieves  ciunpltance  with-  9  52.2276(b)  m* 

9  52.2276(c)  after  the  effective  date  of 
this  regulation  shall  certify  such  (xun- 
idiance  to  the  Administrator  within  5 
days  of  the  date  compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31. 1972,  submit  to  the  Admin¬ 
istrator  for  sq>proval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  com- 
Idiance  with  9  52.2275(b)  or  9  52.2276(c) 
as  expeditiously  as  practicable,  but  no 
later  July  31, 1975.  The  compliance 
schedule  shall  provide  for  periodic  incre¬ 
ments  of  progress  towards  compliance. 
The  date  for  achievement  of  such  incre¬ 
ments  shall  be  specified.  Increments  of 
progress  include,  but  not  be  limited 
to:  Letting  of  necessary  contracts  for 
construction  or  process  changes,  if  ap- 
idteable;  initiation  of  ccmstruction;  com- 
Idetion  and  startim  of  control  syston; 
performance  tests;  submittal  of  perform¬ 
ance  teet  analysis  and  restdts. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall  within  5  days  after 
the  deadline  for  each  increment  of 
progress,  certify  to  ttie  Administrator 
whether  or  not  the  required  Increment 
of  the  approved  compliance  schedule  has 
been  met. 

Subpart  UU — ^Vermont 

68.  fiectkm  52.2374  is  amended  by  add¬ 
ing  paragiaidi  (b) .  as  follows: 

§  52.2374  General  requirements. 

•  •  •  •  s 

(b)  Regulation  for  public  aoaUabtlity 
of  emission  data.  (1)  The  owner  or  (8>- 
erator  of  any  stationary  source  in  the 
8tate  of  Vermont  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emls-^ 
sions  from  such  source  and/or  any  other 
informaticm  as  may  be  deemed  neces¬ 
sary  by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission-  limitations  or 
other  control  measures. 

(2)  The  Information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  sidxnitted 
within  45  days  after  the  end  of  the  re- 
porthig  peri^.  Hurting  periods  are 
January  1-June  30  and  July  1-Decem¬ 
ber  31,  except  that  the  Initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
sutoiitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources  will 
be  correlated  with  applicable  emission 
limitations  and  othpr  control  measures 
and  will  be  available  to  the  public  during 
nomuJ  business  hours  at  the  regional 
office  (Region  I) . 


Subpart  WW — Woshington 

69.  8ection  52.2474  is  amended  by  add¬ 
ing  paragnu>h  (b),  as  follows: 

§  52.2474  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availabUity 
of  emission  data.  Eknis^n  data  obtsdned 
from  owners  or  operators  of  stationary 
sources  pursuant  to  9  52.2477(b)  will  be 
correlated  with  applicable  emission  limi¬ 
tations  and  other  ctmtrol  measiues  and 
will  be  available  to  the  public  during 
normal  business  hours  at  the  regional 
office  (Region  X). 

70.  8ection  52.2476  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§  52.2476  Control  strategy!  Nhrogen 
dioxide. 

•  •  •  •  • 

(b)  Regulation  for  control  of  nitrogen 
oxides  emissions:  Nitric  acid  plants.  (1) 
No  owner  or  operator  of  any  nitric  acid 
plaint  in  the  Puget  Round  Instrastate 
Reglmi  (9  81.32  of  this  chapter)  shall 
discharge  or  cause  the  discharge  of  ni¬ 
trogen  oxides  (expressed  as  nitrogen 
dioxide)  into  the  atmosphere  in  excess  at 
5.5  lbs.  per  ton  (2.8  kg./metric  ton)  of 
100  percent  acid  produced. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  9  52.2480(a) . 

(3)  The  stack  sampling  test  method 
applicable  to  a  source  subject  to  this 
pcutigraph  shall  be  Method  7  in  the 
Appendix  to  Part  60  of  this  chapter. 

71.  Rection  52.2477  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2477  Source  surveillance. 

•  •  •  •  • 

(b)  Regulation  for  source  recordkeeit- 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
Rtate  of  Washington  shall,  upon  notifi¬ 
cation  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emission  from  such  sources  and/or  any 
other  infenmation  as  may  be  deoned 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  is  in  compli¬ 
ance  with  applicable  emission  limitations 
or  other  control  measures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the 
Administrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  subniitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1-Jime  30  and  July  1-December 
31,  except  that  the  initial  reporting 
period  shall  commence  on  the  date  the 
Administrator  issues  notification  of  the 
recordkeeping  requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Administra¬ 
tor  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

72.  In  Rubpart  WW.  9  52.2480  is 
added,  as  f<dlows: 

§  52.2480  Compliance  achedule*. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagriMPh  (2) 
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of  this  poragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
i  52^478 (b)  shall  comply,  with  such  reg¬ 
ulation  on  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  In  compli¬ 
ance  with  i  52.2476(b)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31, 1972. 

(11)  Any  owner  or  (verator  who 
achieves  (MxnpUanoe  with  1 52.2476(b) 
after  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta- 
tlcmary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31. 1972,  submit  to  the  Admin¬ 
istrator  for  approval,  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  f  52.2476(b)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  Increments  of  progress 
towards  compliance.  TTie  dates  for 
achievement  of  such  Increments  shall  be 
specified,  increments  of  progress  shall 
Include,  but  not  be  limited  to:  Letting  of 
necessary  ccmtracts  for  construction  or 
process  changes.  If  apidicaUe;  initiation 
of  construction;  completion  and  startup 
of  control  systems;  performance  test; 
end  sulunlttal  (tf  performance  test  anal¬ 
ysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  dajrs  after 
the  deadline  for  each  Increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  Increment 
of  the  approved  compliance  schedule  has 
been  met. 

Subpart  ZZ — ^Wyoming 

73.  Section  52.2624  Is  amended  by 
adding  paragn^h  (b),  as  follows: 

§  52.2624  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availabilitv 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  I  52.2626  will  be  cor¬ 
related  with  applicable  emission  limita¬ 
tions  and  other  contred  measures  and 
will  be  avalable  to  the  public  during  nor- 
mal  business  hours  at  the  regional  of¬ 
fice  (Region  vm) . 

74.  Etection  52.2625  Is  amoided  by 
adding  peuagraph  (b),  as  follows: 

§  52.2625  Review  of  new  sources  and 
modi  fications. 

•  •  •  •  « 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  Is  an>llcable  to  any  stationary 
source  In  the  State  of  Wyoming,  the  con¬ 
struction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulaticm. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  soiuce  after  the  effective 
date  of  this  regulation  without  first  ob- 
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taining  apmioval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(I)  Applicatiem  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 

(II)  A  separate  application  Is  required 
for  each  source. 

(ill)  Each  application  shall  be  sighed 
by  the  applicant. 

(Iv)  Each  application  shall  be  accom¬ 
panied  by  site  Information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  somre,  the  na¬ 
ture  and  amount  of  emissions,  and  the 
manner  in  which  it  will  be  operated 
and  controlled. 

(V)  Any  additional  Information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  ccmstruct  or 
modify  will  be  granted  unless  the  iq>pll- 
cant  shows  to  the  satisfaction  of  the 
Administrator  that: 

(I)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State,  or 
Federal  regulation  which  Is  part  of  the 
applicable  plan;  and 

(II)  The  source  will  not  prevent  or  In¬ 
terfere  with  attainment  or  maintenance 
of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  In  writing  of  his  iq}proval, 
conditional  approval,  or  denial  of  ^e  ap¬ 
plication.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring 
the  source  to  be  provided  with: 

(I)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(II)  Safe  access  to  each  port, 

(III)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(Iv)  Any  other  sampling  and  testing 
faculties. 

(6)  TTie  Administrator  may  cancel  an 
approval  If  the  construction  Is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction  work  is  sus¬ 
pended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shaU 
furnish  the  Administrator  written  noti¬ 
fication  as  foUows: 

(1)  A  notification  of  the  anticipated 
date  of  Initial  startup  of  source  not  more 
than  60  days  or  less  than  30  days  prior  to 
such  date. 

(U)  A  notification  of  the  actual  date 
of  Initial  startup  of  a  source  within  15 
days  after  such  date. 

(8)  Within  60  days  after  achieving 
the  maximum  production  rate  at  which 
the  source  wUl  be  operated  but  not  later 
than  180  days  after  initial  startup  of 
such  source  the  owner  or  operator  of 
such  source  shaU  conduct  a  performance 
te8t(s)  In  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  furnish  the  Ad- 
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mlnistrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(I)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator.  ■ 

(II)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  tests. 

(ill)  The  owner  or  operator .  of  a 
source  shall  provide  the  Administrator 
15  days  prior  notice  of  the  performance 
test  to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not  be 
reqiiired  for: 

(1)  The  Installation  or  alteration  of  an 
air  pollutant  detector,  air  pollutants  re¬ 
corder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(11)  Air  conditioning  or  ventilating  sys¬ 
tems  not  designed  to  remove  air  pollut¬ 
ants  generated  by  or  released  from  equip¬ 
ment. 

(ill)  Fuel  burning  equipment,  other 
than  smokehoiise  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning.  or  heating  water;  Is  used  In  a 
private  dwelling;  or  has  a  heat  Input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/hr.). 

(Iv)  Mobile  Internal  combustion  en¬ 
gines. 

(V)  Laboratory  equipment  iised  ex¬ 
clusively  far  chemical  or  physical 
analyses. 

(Vi)  Other  source  of  minor  significance 
specified  by  the  Administrator. 

(10)  Approval  to  conatruct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

75.  Section  52.2626  is  amended  by  add¬ 
ing  paragraph  (b) .  as  follows: 

§  52.2626  Source  surveillance. 

m  0  ^  0 

(b)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  op¬ 
erator  of  any  statiemary  source  In  the 
State  of  Wyoming  shall,  iipon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emissions  fron  such  source  and/or  any 
other  informatlcm  as  may  be  deemed 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  is  in  conpli- 
ance  with  applicable  emission  limitations 
or  other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted  with¬ 
in  45  days  after  the  end  of  the  reporting 
period.  Reporting  periods  are  January  1- 
June  30  and  July  1-December  31,  except 
that  the  initial  reporting  period  shall 
commence  on  the  date  the  Administrator 
issues  notification  of  the  recordkeeping 
requirements. 

(3)  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  siunmarlz- 
Ing  reports  submitted  to  the  Administra¬ 
tor  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 
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Subpart  CCC— U.S.  Virgin  Islands 

76.  Section  52.2773  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2773  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  oper¬ 
ator  of  any  staticmary  source  in  the  n.S. 
Virgin  Islands  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sions  from  such  source  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  orunpliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
siunmarized  and  rep>orted  to  the  Admini¬ 
strator.  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted  with¬ 
in  45  days  after  the  end  of  the  reporting 
period.  Reporting  periods  are  January 
1-June  30  and  July  1-December  31,  ex¬ 
cept  that  the  initial  reporting  period  shall 
commence  on  the  date  the  Administrator 
issues  notification  of  the  recordkeeping 
requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Emission  data  obtained  frmn 
owners  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitatkms  and  other  control 
measures  and  will  be  available  to  the 
public  during  normal  business  hours  at 
the  San  Juan  Field  Office  (EPA  Region 
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n)  and  at  a  location  in  the  UJS.  Virgin 
Islands  to  be  designated  by  the  Admini¬ 
strator. 

'  77.  Secticm  52.2775  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2775  Review  of  new  sources  and 
modifications. 

•  •  •  G  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  subject  to  review  imder  section 
206-20,  chapter  9,  title  12,  Virgin  Islands 
Code,  the  construction  or  modification 
of  which  is  conunenced  after  the  effective 
date  of  this  regulation. 

(2)  No  owner  or  operator  shall  cmn- 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  of  such  source. 

(i)  Applicaticm  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admini¬ 
strator. 

(ii)  A  separate  iqiplication  is  required 
for  each  source. 

(ill)  Each  aiH>lication  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  ac¬ 
companied  by  site  information,  stack 
data,  and  the  nature  and  amount  of 
emissions.  Such  information  shall  be 
sufficient  to  enable  the  Administrator  to 
make  any  determination  pursuant  to  sub- 
paragraph  (3)  of  this  paragraph. 

(v)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  imless  the  api^icant 
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shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  source  will  not  prevent 
or  interfere  with  attainment  or  main¬ 
tenance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  ai^roval 
or  denial  of  the  application.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  Issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  be  required  for: 

(i)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  pollutants  re¬ 
corder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(ill)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  use 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm-cal/hr.). 

(Iv)  Mobile  internal  combustion 
engines. 

(v)  Laboratory  equipment  used  exclu¬ 
sively  for  chemi^  or  physical  analyses. 

(Vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(7)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator  of 
the  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  ai^licable  plan. 
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Know  your 
Government... 


The  Manual  describes  the  creation 
and  authority,  organization,  and 
functions  of  the  agencies  in  the 
legislative,  judicial,  and  executive 
branches. 

Most  agency  statements  include 
new  “Sources  of  Information” 
listings  which  tell  you  what  offices 
to  contact  for  information  on 
such  matters  as: 

•  Consumer  activities 

•  Environmental  programs 

•  Government  contracts 

•  Employment 

•  Services  to  small  businesses 

•  Availability  of  speakers  and 
films  for  educational  and 
civic  groups 

This  handbook  is  an  indispensable 
reference  tool  for  teachers,  students, 
librarians,  researchers,  businessmen, 
and  lawyers  who  need  current 
official  information  about  the 
U.S.  Government. 
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